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THE SNOWCEM GASE BOO 





AGRICULTURAL COTTAGES, BANSTEAD, SURREY. 


Here isasplendid example of the use of SNOWCEM for modern Council Houses. These 


attractive agricultural cottages at Banstead Heath were specially designed 


to preserve the rural atmosphere of the Green Belt area. *White SNOWCEM was 
specified for the exterior walls and the pleasant result is illustrated 
above. The SNOWCEM was app] by brush. Engineer & Surveyor: H. Carmichael, 


M.I.Mun.E., M.R.San.I Contra >r Fred Smith & Sons, Tadworth, Surrey. 





1 


ble brickwork by brush or spray. Available in seven 
colours: White, Cream, Deep Cream, Buff, Pink, Silver Grey and Duck-Egg Green. Our Technical and 
Advisory Department is at your service. 


SNOWCEM WATERPOOF CEMENT PAINT Eng 


Decorates and Protects at low cost 
THE CEMENT MARKETING COMPANY LIMITED, 
Portland House, Tothill Street, London, S.W.1. 
or G. & T. EARLE LTD., Cement Manufacturers, Hull. 
THE SOUTH WALES PORTLAND CEMENT & LIME CO. LTD., Penarth, Glam. 
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We ensure first class grading of 
tiles in qualities, colours and 
shades by only employing men 
with many years’ experience. 


Se 


1x7 plus 





Our tile making experience is second to none and our works 
at Keele, built in 1938, are the last word in modern tile manu- 
facture. 

Dignus 11” x 7” Sandstorm roofing tiles save timber in a 
big way and every tile has a 50 years’ guarantee. May we 
send you a copy of the Dignus brochure ? 

The Aberystwyth Corporation Housing Scheme illustrated 
above is roofed with Dignus Sandstorm Tiles. 


GUARANTEED FOR FIFTY YEARS 


SANDSTORM 


DIGNUS LIMITED, KEELE, NEWCAST 
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urtesy of the Director of Education, Glasgow ( wporation. 


Lloyd Concealed Fixing for Ceilings 


937 Scottish Exhibition has been transformed into the 


at Glasgov Festival of Britain by the use of grooved Lloyd Boards, }” 
I f Phe boards form a light and airy-looking 


of three new wavs with ceilings—C« 


1951 
deep 
ceiling 
mecealed Fixing, 
Building Boards Limited supply them all N.B. It’s 


o apply and reflects light. 


—_, 


3. BOWATERS BUILDING BOARDS LIMITED 


Harewood House, Hanover Square, London, W.1I. Tel: Mayfair 9266 





issued by: ASSOCIATED BOWATER INDUSTRIES LIMITED, a member of the Bowater Organisation, 
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EQUIPMENT 





FOREMOST FOR MORE 


THAN A CENTURY 


1829 ----1951 





















































James Chesterman & Co. Ltd. 
ECCLESALL ROAD : SHEFFIELD I! 


Telegrams : Telephones 
*Chesterman, She‘fie'd "’ Eroomhi!! 60042 and 60043 
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First class materials, plus first class workmanship—that’s the rule at our Melton Mowbray 


factory; where we have the plant and machines to turn out staircases or window frames, 
kitchen cabinets or cupboards by the dozen or by the hundred and to deliver them on 


time. Our illustrated catalogue gives the complete range. May we send you a copy? 
* e 
Midland Woodworking 


===> Standard Joinery where you want it, when you want it. 


* MELTON MOWBRAY 


CRC II 
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“*THERMOLOK "’ is a modern aluminium decking of exceptional 
strength and rigidity, and is suitable for all types of roof structures. 
The design is exclusive and embodies features which mark a big 


advance in roof construction. 


The system is flexible and can be adapted to suit special requirements. 
** THERMOLOK "’ can be supplied in several gauges, and the bar sections 
increased to take spans greater than |0 feet. 

A high insulation value can be obtained resulting in fuel economy 
and more comfortable interior conditions ; condensation risk is reduced 
to a minimum. 

The interior appearance of ‘*‘ THERMOLOK"’ with its pleasing 
design and light aluminium colour eliminates the necessity for a separate 
ceiling 

The light weight and strength of ** THERMOLOK "' enable economy 
in design of the sub-structure to be obtained to the maximum extent 

No scaffolding is necessary and a speedy erection is assured. Fastenings 
are reduced to a minimum by means of the patent locking device 

Durable waterproofing is provided by Anderson’s ‘‘ DUROK ”’ 
Roofing System, and a variety of finishes can be given, if desired, to secure 
a pleasing appearance and to harmonize with surroundings. 





D. ANDERSON 
& SON LTD 


“THERMOSTEEL” DIVISION 
STRETFORD, MANCHESTER 
ROACH ROAD, oLp ForD, LONDON €E.3 

also at 


Belfast - Birmingham - Glasgow - Leeds - Nottingham 
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The Economy is permanent 
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because Norris Windows are Standard VERTICAL 
‘Plus ’—made to standards higher than SECTION 
the average requirements. 

Combining maximum efficiency in both 
design and construction Norris Windows 


are available at jbetter than competitive 


prices with guaranteed deliveries. 


The * Registered’ design of 
a Norris Standard Plus 
Window is clearly shown 
in the illustration above. 


STANDARD + 





Cc. W. NORRIS LIMITED - FARNWORTB -: BOLTON -+ LANCS. 


Telephone: Farnworth 363-4-5 
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MBERITE 


Available i for PARTITIONING 
oe PANELLING 

sen WALL CLADDING 
ROOF LINING AND 
FLUSH DOOR CONSTR 
FITTED CUPBOARI 
SHELVES 

VENEER CORE 


SUSPENDED FLOC 














Plimberite is a high density resin bonded chipboard possessing 
the general characteristics of natural timber and has consider 
able qualities of structural strength. It has a hard, smooth, 
unpitted surface on both sides and can be worked or machined 
using standard woodworking tools and techniques. Plimberite 
is flameproof, has excellent sound and thermal insulating 
qualities and provides a suitable base for the application 
many surface finishes. 


* 


MBERITE 


BRITISH PLIMBER LIMITED 
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The waterproof skin 


sure 
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SYNTHAPRUFE 


forms an elastic, adhesive, 


waterproof coat 


containing rubber 


YNTHAPRUFE is a ready-to-use waterproofing compound 

which is applied cold by brush. Containing rubber, it is 
strongly adhesive, and sets rapidly to form a flexible, elastic film 
which is impervious to moisture. 

It can be applied over concrete, plaster, brick, metal, or timber 
surfaces, and is satisfactorily used both in new construction and 
on existing buildings 

It makes an ideal waterproof “sandwich” layer in concrete 


sub-floors or roofs; and when used under granolithic or 
Terrazzo surfaces, it reduces the risk of cracking because its 
elasticity enables it to absorb slight movements in the base. 
Synthaprufe is highly effective as a vertical damp-course on 
either external or internal surfaces, and is most valuable for 
treating damp in existing walls. Applied to outer surfaces, it can 


be rendered with cement mortar; applied to inside walls, it may 


ete roofs ++° 


you brush on 


to waterpr oof 


$ 
concrete sub-floor 








Synthaprufe is elastic (as shown by test strip) 
and therefore an ideal waterproof jointing 











be plastered if desired, or finished in distemper or wallpaper. 
Being strongly adhesive, Synthaprufe is also a perfect water- 
proof fixative for linoleum, wood blocks, and other floor or 
wall coverings. 

In short, Synthaprufe offers the architect, builder, and engineer 
a waterproofing and jointing material of unusual efficiency and 
versatility, ready to use and easily applied. 





SOME SPECIAL USES 


@ Sealing concrete structures above and below 
ground level — swimming-baths, reservoirs, 
cooling-towers, etc. 


e@ Protecting concrete piles, steelwork, sewer- 
pipes and joints, etc. 


© Waterproofing asphalt, lead, zinc, corrugated 
iron, or felted roofs. 


SYNTHAPRUFE conrainine russer 
Manufactured by the ot National Coal Board 


Synthaprufe is a product of British Coal. Further details,and advice on any technical problem, will gladly 
be given on application to the National Coal Board, By-Products, N.P. Bank Buildings, Docks, Cardiff 
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GYPSUM PLASTER 


FIRE RESISTANCE ‘erie Piasters when set 


revert to Gypsum This mineral contains 20% of Chemically combined 

water which must be driven off before dangerous temperatures can be 

cpa This water barrier is responsible for the excellent fire.resistance 
f ‘‘Murite’’ Gypsum Plasters 


WORKABILITY:: Mu Plasters are simple to use 


Scientific factory processing and a controlled set give superb working 


t 


properties and allow ample time for first class results to be obtained 


GYPSUM PLASTER ECONOMY ‘rurice” Piasters have a greater covering 
- aetna Aue: anal than other similar plasters The undercoat grades also require 
<= therefore they effect a considerable saving in use 
SPEED *“‘Murite’’ Plasters set completely within a few hours tf 


required, two coat work can be completed the same day and certain types 
of decoration can be started almost immediately without fear of failure 


WRITE FOR SPECIAL LITERATURE : 
“= GYPSUM 


CAFFERATA & CO.LTD. E(Ousm 


NEWARK «+ NOTTS TELE NEWARK - 2060 











TO THE ARCHITECT = 
SURVEYOR AND BUILDER 


' Yours the problem- 
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| Harveys the answer! 


Whenever the question of where -to- 

get, not only Tanks, but Cisterns and 
Cylinders arises—remember Harveys. 
Our illustration shows a typical “ Harco” 
product—unsurpassed for soundness of 
construction and galvanized after 
manufacture for lasting use. Get all 
supplies from your Builders’ Merchant. 
For full information of all ranges write 


for Pocket List| A (716. 


‘Harvey | 


G.A. Harvey. g Cu (tgndon } Ltd. 
Woelwich Lo .E.7 














THE ARCHITECT and Building News, Ausugt 2, 195 











L 



































HEY County Primary School, Huddersfield. 
Education Architect George Crossley Esq., F.R.1.B.A 's & Plumbing Contractors, J. H. Shou —_ nith & Sons Ltd. York & London 


Lite Cab-o on lied on with 
SEALON 


metal casement DET TY 


The most keenly priced Top-grade Metal 
Casement Putty available 


Other Sealanco Products include 


SEMAS 
BEDDING MASTIC 


e SUPPLIED READY FOR 4 a 
USE FOR POINTING AND BEDDING WINDOW FRAMES Et 


SEMANCO NON- 
HARDENING COMPOUND 


FOR FILLING OBTAINABLE FROM ALL LEADING MERCHANTS 
GLASS BLOCK CLEARANCE JOINTS 


Manufactured by 
. SEMANCO MASTIC SEALANCO (ST. HELENS) LTD. 
e ST. HELENS, LANCS. 


THE FOR 
SEEING MELIASTS ‘SLASE ALE: LENS the largest exclusive manufacturers of Putties 


and similar compositions in Gt. Britain. 


GENUINE RAW 
LINSEED O/L PUTTY 
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fala Boel” bompary bf, dl. 
faych House Midwych ; 


Y nibon, WA: 


APOLOGY ! 


sundeala products are in such ynivers4l 
use just now that our Hardboards, Medium 
Hardboards ultra Hardboards » Flameproot and 
Insulation poards are not always readily 


obtainable: 


Every effort is made %t° aistribute 
sundeala Boards equably ,hrougnovt the 
Country> put we ask your jnaulgenc® if the 
particular gr ’ you need 


may not be availabl 


9. LTD- 


SUNDEALA 
BOARD 
GLASGOW CO LTD « ALD 
: BALTIC CH WYCH HOUSE 
AMBERS ~ 50 * LONDO ; 
WELLINGT iN - WC2 - 
ON STREE Tel: 
T : CHAnce 
c2 eoniehulanen ry 8159 * WORKS: § ‘ 
- NE : NORT : unbur 
HUMBRIA H y-on-Thame: : 
OUSE « P s, Middlese 
ORTLAND % 
TERRACE ° 
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brings the accuracy of 


the drawing board to the job 
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Issued by THE BRITISH REINFORCED CONCRETE ENGINEERING CO. LTD., STAFFORD 
Specialists in Reinforced Concrete Design & Suppliers of Reinforcement 
London, Birmingham, Bristol, Leeds, Leicester, Manchester, Newcastle, Sheffield, Cardiff, Glasgow, Dublin, Belfast 
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Craftsman-laid with craftsman-imade 


SEMASTIC 


DECORATIVE TILES 


A PRODUCT OF 


OMPA 


At least one of the main features at the Essoldo 
Cinema in London’s Edgware Road can be seen and 








these tiles are both 
both comfortable and t 
appreciated without paying a penny in Entertainment 
Tax. Asaglance at the picture will reveal, this added 
attraction consists of the foyer floor covering. 


feature of this type 
motif or a name styl 
be inlaid. 

Semastic Decorative Tiles were chosen for this Semastic Decorative T 
heavily trafficked area not only because they pro- 
vided the required underfoot colour and comfort, co 
but because they could stand up to the strain im- rl 
posed by the thousands of pairs of feet that enter 
and leave the cinema each day. In other words, 


wide and well-balan 
lours, are craftsmar 
1ey are laid only 
experience and 


the country's best. 


INSTALLATION SERVICE 
Countrywide installation is proviced by the following floor la 


highest standard of experience and workmanship 


@ ALBA FLOORING CO. LTD. © J. A. HEWETSON & CO. LTD. © HOLLIS BROS. LTD. © HORSLEY SMITH & CO. (HAYES) LTD. 


@ PILKINGTON'’S ASPHALTE CO. LTD. @ THE PENMAENMAWR & TRINIDAD LAKE ASPHALT CO. LTD. 


@ THE LIMMER & TRINIDAD LAKE ASPHALT CO. LTD. © SEMTEX LTD. © THE WESTERN TRINIDAD LAKE ASPHALT CO. LTD. 
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This perspective of a group of fishermen’s cottages at Dunbar, drawn by Basil Spence, architect for the scheme, is in 
the oa Scottish Pe The cottages were illustrated in The ‘Architect and Building News of 15/449. 
E 





EVENTS 


THE REILLY MEDAL 

Architects trained at the Liverpool University School 
of Architecture and others will remember that it was 
decided to commemorate Professor Reilly by founding a 
fund to enable the award of a medal and a cash prize to 
be made annually to the author of the best project in the 
final year of the degree course. My photographs show 
Miss Margery Thomas, who is the first winner and model 
of her scheme for the R.N.V.R. club in London, which is 
illustrated on pp. 127-8. Miss Thomas, who comes from 
Bridgend, Glamorganshire, is of pure Welsh descent and 
is distantly related to Prince Llewellyn. She attended 
Dr. Williams’ School for young ladies at Dolgelly, where, 
it my information is correct, she was one of the brighter 
lights and became head girl. Miss Thomas found her 
first year at Liverpool somewhat disheartening, but made 
a smart recovery and won the “ Clayworker ” prize in both 
the third and fourth years. In addition to the Reilly 
Medal and a cheque for £35 Miss Thomas gained a first- 
class honours degree in architecture. Here is a woman 
architect of promise, but I suppose it would be too much 
to expect that she will remain a practising architect for 
long. 


SOLID FUEL STORAGE 

The Coal Utilization Joint Council, at a party last week 
at the Building Centre, presented a book called ‘* Archi- 
tectural Design Data for, Solid Fuel.” It is written and 
illustrated by John Pinckheard, and deals with problems 
of fuel storage and handling in the larger types of build- 
ings. It should be a most useful addition to the archi- 
tect’s reference library. I am sorry that it is not made 
to the British standard size for trade literature, for the 
book really comes in the information sheet category. Mr. 
Eric Bellingham, Director-General of the C.U.J.C., intro- 


AND 


THE ARCHITECT and 


COMMENTS 


duced the book and Mr. Pinckheard also spoke before 
answering questions. The very mention of solid fuel is 
like a red flag to some people who seem to think that 
everyone in the industry down to the coalman is a poli 
ucian. Mr. Bellingham, however, skilfully kept questions 
to the point. 


DOME, SKYLON, ETC 


Most of 
Discovery 


the jokes about the future 
and the Skylon hay 
Serious suggestions are now appearing 
News Chronicle both Butlin and 
Bros. have had their eye on on 
that the L.C.C. are considerit 
the Skylon to Sydenham 
would feel about granting licence 
Meanwhile, entirely without a licence, 
scouts have built a skylon 30ft high 
Scout Staves. No river for 
The future of the Festival Gardens at 
being debated. I have 
should be made a permanent fea 
Battersea Borough Coun 
Council, which has behav 
way about the Festival ir al 
Minister of Whatever-it-is proposes tt 
should remain open for five 
period, presumably, we shall know 
should stay for good or not. The is is 
tical one. Could anything mor il 
Politics apart, one of the main objections to th 
of the garc'ens is that the riverside walk in Batter 
would be denied to the general public. This c 
easily be avoided. The le 
could be made available to t 
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area could form the pleasure gardens proper. This idea 
would make some adjustment necessary in the plan, but 
it is well worth considering. 

The Arts Council is interested in the Lion and Unicorn 
Pavilion and sees in it a happy release from its present 
reliance on the charity of the directors of our National 
Museums and Art Galleries. True to form the Beaver- 
brook press rushes in, in the shape of the Londoner, and 
starts talking about a “ Mr. Morrison’s Memorial.”” How- 
ever, less attention is likely to be paid to his remarks than 
to a letter from Mr. Robin Darwin, Director of the Royal 
College of Art, which appeared in The Times on Satur- 
day. He suggests that the Lion and Unicorn Pavilion 
should be re-erected on the vacant site which was once 
to be used for the National Theatre opposite the Victoria 
and Albert Museum. He further suggests that the build- 
ing should be used to house some of the outstanding 
exhibits of the South Bank, in the same way that the 
Commissioners of the Great Exhibition built the 
“Western Galleries” in Queen’s Gate to accommodate 
some of their more memorable pieces. Mr. Darwin sug- 
gests that such an arrangement would help the C.o.I.D. 
to discharge its function better and also supports the 
suggestion that the Arts Council should use the buildings 
for its periodic special exhibitions. He points out that 
its present site almost touching Hungerford Bridge, is not 
suitable for this purpose. The Lion and Unicorn Pavilion 
is scarcely a permanent building and Mr. Darwin is care- 
ful to point out that his suggestions only cover the “ next 
few years,” perhaps in the hope that we shall eventually 
have something comparable to the Museum of Modern 
Art in New York. The Observer also supports the 
use of the pavilion by the Arts Council, but on its present 
site. While I would like to see the Lion and Unicorn 
Pavilion preserved for as long as possible, because apart 
from anything else I think that it is an excellent building, 
1 do not think that the site in South Kensington is really 
suitable; to begin with it is excavated and would mean 
either building up a staging for the pavilion or sinking 
that its all-round appearance would be entirely 
changed 


it so 


HUGH CASSON 


While congratulating Hugh Casson on his appointment 
to a readership in Interior Design and congratulating the 
R.C.A. on adding another sparkler to its brilliant tiara I do 
hope that this will be but a stepping stone to something 
much bigger. 


THE WALKER ART GALLERY 


Closed since September, 1939, the Walker Art Gallery 
in Liverpool has just been reopened. The Liverpool P. 
brought out a. special supplement in welcome. I was 
interested to see that among the “24 Gems” of the collec- 
tion reproduced is a picture of the Burning of Liverpool, by 
Peter Shepheard—of Bridgewater and Shepheard—whose 
skill as a draughtsman has been mentioned here before 
On the back page of the supplement are reproduced the 
four most popular pictures of the exhibition. These 
chosen by Mr. Frank ‘-ambert, the director of the Gal 
before the war and are: “When did you last see your 
father,” by W. F. Yeames: “ Faithful Unto Death ’—the 
Roman sentry in Pompeii—by Sir Edward Poynter- 
“ Dante and Beatrice,” by William Holiday; and “ Friday” 


were 
J 


ery 


—a parcel of monks at lunch—by Walter Dendy Sadler. 
Two of these pictures are among my earliest memories, I 
wonder what the child of to-day puts in their place. I 
must ask. I can still recall the clutching feeling which 
“When did you, etc.,” always produced, and I may as well 
admit it still produces in me. 


FESTIVAL IN BRISTOL 


A reader has sent me a picture of a pleasant cast-iron 
public convenience which is being hidden from the scan- 
dalized public gaze by an exceedingly clumsy rustic screen, 
he writes pathetically: 

“Here in Bristol we are launched on our Festival fort- 
night. When the tumult has died, the flags are removed 
and the candy floss is consumed, a few permanent 


reminders will remain. 

“T thought you might like a photograph of one such 
reminder which some civic department has seen fit to 
erect; I refer to the folksey-twiggery and not, of course, 
to the convenience, the use of which has been observed 
for many years from a nearby bus-stop. 

“The municipal wall (also shown in the picture) will 
retain a new municipal flower bed. I understand that a 
Municipal rose will be encouraged over the twigs.” 

I know just how you feel, sir, but Bristol has nothing 
on London which this year has spawned an unbelievable 
number of the worst type of Chelsea Flower Show gardens 
which are honestly admired by vast numbers of the 


populace 


SLUM CLEARANCE 


The problem of replacing the houses destroyed in 
London during the war has distracted attention from the 
fact that there has been no slum clearance since 1939. 
The L.C.C. has now agreed upon a five-year programme 
with Metropolitan Boroughs Standing Joint Committee. 
About twenty thousand dwellings must be replaced and 
the Minister of Local Government and Planning has 
agreed that up to 3,000 houses a year may be demolished, 
as long as the new dwellings for the displaced people are 
regarded as part of the total building allocations of the 
Council and the Meiropolitan Borough Councils. This 
will mean, I suppose, that an additional 3,000 families, or 
more, a year will have to be put on the waiting list. I 
wonder how the priorities will be calculated. 


ABNER 
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L.C.C. Annual Reception 


The Annual Reception of the London 
County Council took place on Friday, 
July 27th, at County Hall, Westminster 
Bridge. The guests were received by 
the Chairman of the Council the Rt. 
Hon. J. W. Bowen, C.B.E., J.P., and 
Mrs. Bowen. The programme in- 
cluded music by Tom Jenkins and his 
Palm Court Orchestra who played in 
the Council Chamber, and dancing to 
Teddy Hayes’s Dance Orchestra in the 
Conference Hall. The Hogarth Pup- 
pets and the film “Capital County” 
were on show in other rooms. Four 
exhibitions showed the South Bank, 
The County of London Development 
Plan, 1951; South Bank Treasure Trove 
and Exhibits of the Council’s Work. 
The Members’ Terrace was opened for 
guests during the evening. 

The majority of the Mayors of the 
Metropolitan Boroughs with their 
wives, and many representatives of the 
various administrative bodies of Metro- 
politan London attended the Reception. 

The occasion was honoured hy the 
appearance of Her Royal Highness 
Princess Alice and the Duke of 
Athlone, who is Chancellor of London 
University. The Prime Minister and 
Mrs. Attlee, the Foreign Secretary, the 
Archbishop of Canterbury, and the 
Lord Mayor and Lady Mayoress of 
London were among other distin- 
guished guests. 


Halifax Redey elopment 


Plan 

Last week Halifax Town Develop- 
ment Committee approved a twenty- 
year development plan to cost 
£33,000,000. The scheme includes new 
schools, industrial development, nearly 
6,000 mew houses and as a later 
development a new civic centre with a 
central library, public baths and local 
offices. Three areas are scheduled for 
redevelopment as follows: (1) New 
Bank, Range Bank, Claremount, and 
Horley Green; (2) Pellon Lane, Com- 
mercial Road, and Corporation Street; 
(3) Gibbet Street, Hanson Lane and 
Bedford Street. 


Honour for Architect 


On November 9, when the Princess 
Royal is installed Chancellor of Leeds 
University and opens the new Parkin- 
son building, honorary degrees will be 
conferred on a number of eminent 
personages. Those who have helped to 
design and build the new block are 
being similarly honoured. Mr. T. A. 
Lodge, F.R.I.B.A., a partner in the firm 
of Lanchester and Lodge, architects for 
the Parkinson block, is to receive the 
degree of B.Litt. 


Industrial Art Bursaries 


Competition, 1951 


The Royal Society of Arts’ annual 
Industrial Art Bursaries Competition 


O F 


will this year include Sections for the 
design of : Carpets; Domestic Electrical 
Appliances; Domestic Gas Appliances; 
Domestic Solid-Fuel-Burning Appli- 
ances; Dress Textiles; Electric-Light 
Fittings; Footwear; Furnishing Tex- 
tiles; Men’s Wear Fabrics; Plastics; 
Wallpaper. 

The Competition is open to full- 
time, part-time and _  evening-class 
students between the ages of 17 and 30 
on Ist September, 1951, who intend to 
take up industrial design as a career, 
and who have studied for not less than 
one term since Ist September, 1950, at 
an art, architectural, technical or other 
college or school approved by the 
Society for the purpose of the Compe- 
tition. Entry in the Domestic Solid- 
Fuel-Burning Appliances Section is 
also open to any draughtsman, clerk, or 
similar person, within the same age 
limits, already engaged in the Solid- 
Fuel-Burning Appliances Industry, 
provided that his application is spon- 
sored by the Coal Utilization Joint 
Council. 

Particulars of the Competition and 
entry forms can be obtained from the 
Secretary of the Royal Society of Arts, 
the Principals of the Schools and 
Colleges concerned, and the Secretary 
of the Coal Utilization Joint Council 
The closing date for the receipt of 
entry forms is 15th October, 1951 

The total value of the Bursaries 
Offered in this year’s Competition is 
£2,100. The awards made in last year’s 
Competition totalled £1,705 


London Housing 


Competition 


London Corporation invites archi- 
tects to submit designs for a new 
housing scheme in Golden Lane, E.C 
The assessor is Mr. Donald H. 
McMorran, F.R.I.B.A. Premiums are 
1,000, 700, 500 and 300 guineas. Con- 
ditions may be obtained from the Town 
Clerk, 55/61, Moorgate, E.C.2. De- 
signs must be submitted by January 13 
1952. 


APPOINTMENTS 


Mr. Wyndham Goodden has been 
appointed director of the Rayon In- 
dustry Design Centre, at 1, Upper 
Grosvenor Street, W.1. He succeeds 
Mr. Dennis Lennon who left last year 
to take up private practice Mr 
Goodden is at present Chief Officer of 
the Scottish Committee of the Council 
of Industrial Design. 


* 


Mr. Dorian H. S. Prince, A.R.1.B.A., 
of Lionel H. Fewster & Partners, 22, 
Conduit Street, London, W.1. and 6, 
Liverpool Terrace, Worthing, has now 
left the partnership on his appointment 
to the Architectural Staff of the 
Ministry of Works of the New Zealand 
Government. His new address is c/o 
The National Bank of New Zealand, 
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182, Featherston Wellington, 
New Zealand 


Street, 
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For the benefit of students 
groups who have 
modern building, 
planning, and 
authorities have decided 
for the Exhibition of 
Lansbury, Poplar, at the 1 
of ls per ticket to purc 
tickets or more The 
ordinary single ticket is 
price for children, aged from 
remains 9d, whether by s 
purchase 


he sole 


a special 
architecture, 


sociology 


selling f 

tickets 1S i¢ Manager 
Festival Exhibition, East India Dock 
Road, London, E.14. Orders sent by 


post should be accompanied by remit 


groups ol 


tances 


The Libr 
Associatic 
August 


open on 


10 a.m.-7 p.m 


Open Air Exhibition 
Battersea Park, is to be | 
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National Theatre 


Brigadier Medlicott asked the Chan- 
cellor of the Exchequer what steps were 
being taken to ensure that the design 
of the national theatre to be built on 
the site of the South Bank Exhibition 
would be such that its exterior appear- 
ance would be pleasing and dignified 
and worthy of the position it would 
occupy in the heart of London 

Mr Gaitskell — The 
Theatre Act, 1949, provides that a 
satisfactory scheme for the erection, 
equipment and management of the 
National Theatre shall be submitted to 
the Treasury before public money may 
be made available to the Trustees of the 
Shakespeare Memorial Trust. When 
this is done, I shall consult the Min- 
ister for Local Government and Plan- 
ning and the Royal Fine Art Commis- 
sion before giving my approval 
July 24 


National 


Government Offices 

Mr. Bossom asked the Minister of 
Works for the number, the amount of 
accommodation and the cost of all 
offices built in London since 1945 for 
the use of the Government or the 
boards of nationalized industries. Mr 
Brown informed him that since 1945 
the Government had erected for use by 
its staff in the London area 14 offices 
which provide 1,100,000 square feet of 
accommodation at a cost of £3,250,000 
Private developers had built and leased 
to the Government 21 offices providing 
1,300,000 square feet at a capital cost 
of about £4,800,000. Offices in course 
of construction consisted of 16 with a 
total area of 900,000 square feet by the 
Government, and 19 with a total area of 
1,100,000 square feet by private de- 
velopers for lease to the Government 
Total expenditure on these offices to the 
end of June, 1951, amounted to about 
£3,300,000 and £4,150,000 respectively 
The figures for nationalized industries 
would take some time to collect July 
24 


Relaxation Refused 

Mr. Oakshott asked the Lord Privy 
Seal whether he would now restore the 
right to buy retail small quantities of 
softwoods without a licence, at present 
prohibited under the Control of Tim- 
ber, No. 52, Order. Mr. Stokes refused, 
saying that there were a number of 
1 requirements which must be 
ore the relaxation suggested 
could be made July 25 


Non-traditional Advice 

The Secretary of State for Scotland 
informed the House on July 26 that he 
had appointed a Scottish Examination 
Panel whose task would be “To ex- 
amine plans and specifications, referred 
to the Panel by the Secretary of State, 
for the construction of houses in Scot- 
land by new methods or materials and 
to advise him whether the method of 
construction, the materials and 
specifications generally are suitable 


1951 


Guests waiting to dance in the foyer of the Royal Festival Hall at the 
recent Gala Concert and Dance, arranged to mark the end of the Festival 
Congress of Architectural Students in London. 


permanent local authority housing in 
Scotland.” He has appointed Mr. 
Lockhart W. Hutson, past-president of 
the Royal Incorporation of Architects 
in Scotland, as chairman of the Panel. 
The other embers are—Mr. James 
Austen Assistant General Man- 
ager, Scottish Special Housing Asso- 
ciation, Ltd.; Mr. T. Bertram, County 
Architect, Midlothian County Council; 
Mr. Robert Boyd, Provost of Greenock; 
Mr. Joseph L. Gleave, Architect; and 
Mr. James A. F. Morrison, City Quan- 
tity Surveyor, Dundee 


Reconditioning Grants 

Mr. Digby 
Loc al Go 
whether, | 
there were 
firms not 


housing 


asked the Minister of 
rnment and Planning 
ing regard to the fact that 
many small local building 
equipped to undertake new 
ymtracts, but which were well 
undertake the recondition- 
y buildings, he would con- 
abolishing the £600 maximum 
ed for licensing work for 
authority had approved 
ment grant. Mr. Lindgren, 
ry Secretary, said “No.” 
tion of local quotas for licen- 
ntial to best use of national 
ources, but the Minister 
was prepared to consider exceptionally 
an application from a local authority 
en though the estimated cost of the 
eeded £600. To increase the 

num would require legisla- 

Minister had repeatedly 

stated that he was prepared to con- 
sider allocations to particular local 
the light of their perfor- 


qualified t 
ing Of existi 


sider 


sing was e 


building 


authorities in 


mance July 


Labour in New Towns 


men en- 
ise construction and asso- 


Details of the numbers of 


»d 


ciated site development for the 
Development Corporations in the New 
Towns on comparative dates in Dec. 
1950, March 1951, and June 1951, were 
given by the Minister of Local Govern- 
ment and Planning in reply to Mr. C. I. 
Orr-Ewing on July 23. The figures, 
which relate to the last pay days in each 
month, do not include labour engaged 
on post office, gas and electricity ser- 
vices. 
Dec. March June 
195 1951 1951 
Aycliffe 205 381 543 
Basildon 73 79 308 
Bracknell 12 23 
Corby — _- 
Crawley 488 559 
Cwmbran —- — 
Harlow : 759 
Hatfield 118 
Hemel 
Hempstead 737 939 
Peterlee 290 395 
Stevenage 589 1,081 
Welwyn 57 177 245 
3,712 5,410 


Wind and Water Power 


The British Electricity Authority, the 
North of Scotland MHydro-Electric 
Board, and the Electric Research Asso- 
ciation are all, according to informa- 
tion given by the Minister of Fuel and 
Power (Mr. Ellis Smith, July 23) ex- 
perimenting in the use of wind for 
power. The Hydro-Electric Board is 
rapidly expanding the use »%f water 
power in Nerthern Scotland, and the 
British Electricity Authority is study- 
ing its use elsewhere. But much the 
greater part of our electricity must be 
supplied from thermal stations using 
coal. 
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PRIMARY SCHOOL, RICARDO STREET, LANSBURY 


evenhitects: € RR. SS. FORKE, E:. ROSENBERG and C. S$. MARDALL 


estistent tn charge: K. W. 


THE new Ricardo Street Primary School, renamed the halls are placed one above the other, approached directly 
Susan Lawrence School, occupies the site of the old on each floor from the classroom block, and both from the 
school which was destroyed in the “ blitz” together with common main entrance. The administration block forms 
additional land to form an island. The buildings are free- a wing projecting north at the junction of 
standing towards the north of the site to give open space and assembly hall blocks, and 
on the south. A paved court at the north-east corner of two floors approached directly from each scho 
the site will form part of a new square and from this is — second floor of this block forms a caretaker’s 
the main entrance to the assembly hall block. The school The classroom block is so designed that both ground- 
ts designed to accommodate 320 juniors and 200 infants and first-floor classrooms and lavatories get cross lighting 
in the main building and attached to it is a nursery school and ventilation, the 
for 80. by bridges a 
The main building is planned on two floors, the juniors The nursery school is 
occupying the first floor in 8 classrooms and the infants self-contained except for 
the ground floor in 5 classrooms. The remainder of the with the main school 
ground floor of the classroom block is occupied by the h ved playing 


common dining room and kitchen. The two assembly 
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Left, the south front of the school and playground. The school forms 


part of the Festival of Britain Architecture Exhibit 


Below : The main entrance and porch, 
bition at Lansbury, 
Poplar. 


south front. 


Below : The junior and infants assembly halls are on the right. The 
copper-roofed staircase on the left links grou 


nd and first-floor corridors. 
See plans on page 118. 
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on the north. Each is separately approached from the 
classrooms. Quiet garden and outdoor teaching areas are 
provided on the south side of the ground-floor classrooms 
and outside the assembly halls. 

The nursery school has entirely separate paved play 


Spaces, sand pits and garden. 
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The classroom block is planned on an 8 
constructed with a light welded steel framework 
externally with 8ft 3in 


slabs. 


lft 4in x 2 


Floors and roofs are formed of precast 


units spanning between The steelwo 


beams 


ground floor is protected against fire by gy 
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THE ARCHITECT and Building News, August 2, 
on expanded metal. All ceilings are of wood wool. The 
ends of the classroom block are stopped by yellow stock 
brick walls. Similar bricks are used as the structural 
material for the remainder of the building except the 
assembly hall group which is constructed of reinforced 


concrete and steel with stock brick and Horton 


stone 


facing and roofed with copper on low pitched steel trusses. 


The administration block is constructed of load bearing 


stock brick walls and hollow pot floors and roof 


Except for the assembly hall the main building is 
covered with built-up bituminous felt roofing with spar 


finish on 4in insulation board. 


The acoustic floor of the junior assembly hall consists 
of lin T and G Sepele boarding on 2in~ 1}in splayed 
battens on lin of weak screed on the top of a layer of 


building paper. Beneath the building paper are two }in 


View from West. 
camera. On the 


119 


layers of Tentest. The floor is insulated from the main 


structure by a 3in x 3in border of cork. 


Windows of the administration block are of extruded 
aluminium in wood frames, all other windows are zinc 


sprayed steel. 


Heating of all classrooms is by floor panel. Hot water 


radiators or coils are used elsewhere. 


GENERAL CONTRACTORS: TERSONS, Ltd. 


Accotile Armstrong Cork Co., Ltd. Ceilings: Sundeala 
, Ltd. Doors: Gliksten Doors, Ltd. 

Ltd. Granwood Flooring Co., Ltd. 
Handrails: Clark, Hunt & Co., Ltd. Iron- 

Rennis, Partitions to Lava- 
The Plaster—Fibrous: 
Dejong. Roofing: Fredk. Braby & Co., Ltd. (Copper); Wm. Briggs & 


Sons, Ltd.; Stramit Boards, Ltd. 


Floors 
Board Co Fencing: Bayliss, Jones 


& Bayliss, Flooring Garden 


Layout: Grassphalte, Ltd. 
Ltd. 


Mosaic & Terrazzo Precast 


Jomery: Rippers, Ltd. 


nongery 
tories Co. 
Sanitary Fittings: Stitsons Sanitary 
Sprayed Ceilings: Meta Mica, Ltd. Structural Steel: 
West Bromwich), Ltd. Tidmarsh & Sons. 
Williams & Williams, Ltd. 


Fittings, Ltd 
Hills 
Windows 


Venetian Blinds: 


The administration wing with caretaker's flat over faces the 
right is the covered-in play space with cloakrooms over. 
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Two views of the fly-over 


Staircase in the entrance 
hall. In the bottom pic- 

the main entrance 
is on the right. The yellow 
and grey patterned wail 


tiles were designed by 


Peggy Richards The 
underside of the staircase 
main support is white, the 
sides are rust red. The 
floor is of Hornton stone. 
The tiled back wall is 
lit by floodlights at night 
so that through the main 
windows the staircase is 


n silhouetted against it. 
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The dining room. Juniors and infants are divided by the removable screen of sealed pine slats seen at the far end. 
Finishes: the servery wall is green patterned glazed tiles. Ceiling soffit coral ; wood wool ceiling sprayed white ; columns 


painted grey. 


Assembly Hall General purpose classroom 
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First-floor corridor. The brick walls are cream Flint Limes, fair faced. The doors are metal 
painted white. Concrete sills to windows are grey. Floor tiles are grey composition. The 
corridor has four cork pin-up panels above glazed tiled dado, with tiles coloured green or gold 
alternately. Below, left, are cloakrooms and to the right boys’ lavatories. 


orchitects: FF. KR. S. TYorke, ©. Resenberg & C. SS. Mardall 
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Tile 


Cottage, Orpington 


EXTENS ft O WN S 
architect 


OLIVER E. STEER 
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) he problem presented to the Architect was to add two bedrooms and a garage without destroying 
the simplicity of the house in Crofton Lane, Orpington, Kent, designed by him and built at the 
outbreak of the War for £720. 

By using a low pitch copper roof the eaves line was maintained and vertical tile hanging continued 
around the new extension. The extra length required for the garage forms a pleasing balcony, roofed 
with built-up felt and paved with asbestos tiles. The oak balustrade is untreated, main walls 9in brick 
with 9in clinker block above, to which the tiling battens were spiked direct. 

The cost of the extensions was £860. TILE 
General Contractors ; Eltham Construciion Co., Ltd. COTTAGE 


Sub-Contractors : Broderick Insulated Structures Limited. ORPINGTON 
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Project for an R.N.V.R. Club, St. James’s Place, W.I 


designed by: MISS MARGERY THOMAS 


Liverpool School of Architecture 


HE building is organized about three cores of circulation ; the main staircase, the secretary's staircase and 
passenger lifts, the service lifts and the staff staircase and lift situated at the end of the main block. 
Lightness of treatment and functional expression were accepted as a necessary part of the design, and it 
was in this interest that the subdivisions of the main items of accommodation were made. 

Underneath the main block, which is raised on columns two storeys above the ground-floor level, runs the main 
entrance hall, lounge space and service and staff entrances. On the floor above, the various offices of the club 
and the kitchens are situated. These two floors are enclosed in glass walls on the garden elevation, exposing 
where possible the columns supporting the high block. 

The main block is subdivided into reception rooms and bedrooms. _ Division of the two elements in this was made 
by introducing a semi-promenade deck at third floor level and by different elevational treatment and construction. 
The reception rooms at second and third floor level are contained within a reinforced concrete frame, the walls 
facing on to the garden being entirely glazed. | The promenade floor is freely planned and the columns are exposed. 

At fourth floor level the columns support a reinforced concrete raft which in its turn supports the box framing 
of the bedroom block. The frame is expressed on the south-west elevation allowing balconies to the bedrooms. The 
frame on the north-east elevation is clad in a screen wall punctuated by windows. The side walls, which act only as 
screens, together with the long wall on the north-east elevation, are faced with slabs of reconstructed Portland Stone. 
The same treatment is applied to the staircase block. This main block of the building is set back from the original 
building line on the garden facade, allowing the Ballroom and Administrative blocks to project forward beyond it. 
The encroachment on the garden is small and the projecting elements themselves are treated as lightly as possible. 

The Ballroom extending through the ground floor to the lower ground floor has glass walls and a concrete slab 
roof with access to the terrace and garden by means of sliding folding doors. 

The Administrative block is stone faced and provides office and lavatory accommodation. 
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CURRENT MARKET PRICES (LONDON) 


(These prices apply to material purchased in the quantities named or otherwise as might be expected 


for a new building of medium size.) 


AGGREGATES AND SAND BRICKLAYERS’ eee oo 
1$ inch—all in—ballast + 20/- ‘ard cub AIR BRICKS 3 
finch do. do. -  delivere Iron is oa 

# inch screened shingle Galvanized do. .. do. 
finch do. do. _ Terra C ota... do. 

+ inch granite chippings Chimney pots, Terra 

Sharp washed sand Cotta (11 to 25 do. 

Pit sand 
Building sand 


2 


n 9» rg 12 x 9in 


5 
7/4 9 
5/9 9) 
4 
9 


3 
2 
10 


ty & to 


Pua 
> 
wr kon 


3ft 
23/2 3 


ft 
ll 
PARTITIONS— 


Blocks keyed for plastering. 
Per Yard super. 


ot bt bt et tet 
NIOoONWWouvic 
mnwvui 


iwc 


Full 60 Yds 25 Yds 
. super super. 
2in Solid clinker blocks . 2/114 3/5 
CEMENTS, LIMES, PLASTERS, ETC. 3in, do. 
3in Hollow clinker blocks 


_ 
a 


London : Delivered centrally 

CEMENTS—Portland (6 ton loads 

Do. (but 1 ton to 5 tons 19 cwts 

Do.—Rapid hardening (6 ton loads 

D« Do, (but in 1 ton to 5 tons 19 cwts 

Do.—** Aquacrete ” (but in 1 ton to 5 tons 19 

cwts . 

Do.—*‘ 417” or Polar (1 ton to 5 tons 19 cwts ne 

Do.—White (1 ton lots) 160 SINKS white glazed in and out—standard quality— 

, rs <n > ts } ec out 

Sh nn -9 li ‘ Sa ts Sa te” S30" 36" 20" 
‘ London pattern, 6” deep 51/7 65/4 69/- _ 
Belfast, do., 10° do. 69 /- 104/- 138/- 165/7 
Cantilever brackets 5/~ per pair. 


tin do. a9 ay 

2in Hollow clay blocks 

3in do. 

Half block extra on above 

Smooth in lieu of keyed face, extra per 
side ee o* 


4 
7 
8 
1 


1 


Aus UI 
AKnwnve 


6 
3d 


wn 
an 


LIME— 109/- (1 ton loads 
Hydrated : .. 109/6 (2/3 do 
and ‘ 99/6 (4/5 do do GAS FLUE BLOCKS— Single Double 
Ground : . 98/6 (6 do : Flues Flues. 

10/- per set of three 


we 
Ww 


Backing blocks 
PLASTER— Price unit bags Straight do. 
Sirapite, coarse .. 122/3 perton included delivered Cover do. 

Do finish .. 130/3 do. do. do Raking do. 45 deg. 
Hardwall .. 125/9 do. do. do Do. do. 60 deg. 
Plaster, pink coarse .. 122/- do. do. do Offset block = 

Do. white do. .. 129/6 do. do. do Closer do. : 

Lime and hair .. 78/— per yard cube — do Do. flashing do. 
Plaster baseboard .. 2/32 yard super (150 yds do Straight flashing do. 
Terminal and cap 
aa: Middle do. 
FIRECLAY— ns gaillie 
Stourbridge, loose (1 ton lots) .. .. 139/6 Ton delivered Cocbel thnck 
Fire cement Je ; es : 10/3 14 lbs 


6/3 


we 
NNND>—Uwhd 
tMMIonauw 


w 
' 


Ow 
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DRAINAGE GOODS 
STANDARD LIST 


SALT GLAZED SANITARY PIPES AND FITTINGS— 
Best Quality 6in i 
Pipes (2ft and under) 
Bends and knuckles ; 
Single junctions and saddles 
Double collars. ; 
Ordinary tapers. 


BRICKS 
BACKING BRICKS (In truck loads)— 

Flettons ; 100/9 per 1,000 delivered 

Do Keyed 102 do 

Do. bullnose 120 do 
Blue wirecuts ; 420 do 
White 136 do 
Southwater engineering No. 1 280/- do 

h 


Firebricks—24 inc 59/6 per 100 delivered Manhole interceptors 
Do —3 inch . 69/6 do Gullies (ordinary) 
Ss TOCK BRICKS— Extra on cost of last for hori- 
Mild stocks 163/6 per 1,000 at Works zontal inlets ; 
Second, do. , 188/6 d Do. vertical inlets _ 
First do 198/6 d Do. black iron grids 
Add for delivery—approx. 40/- per 1,000 in lorry loads Do. galvanized do. ee /44 
FACINGS— Do. stoneware do. : 7hd. 5 
Deceit 125/9 per 1,000 delivered These pipes are subject to the following adjustments according 
White 140 d to quality and quantity : Best Quality in 2 ton lots—plus 47}%. 
Blue pressed, 2jin 464 d Ditto 100 pieces—plus 67$%. Ditto less than 100 pieces—plus 
» bullnose 
a. Multi ol Seer ‘ 4 "Britis h Standard are 74% more cost than Best as above detailed. 
White glazed stretchers d Tested pipes are 25% more cost repectively. 
Do h eaders . d , 
Do. bullnose ; 25 jo IRON DRAINAGE GOODS— 
Do pmre stretchers 57 d Controlled maximum prices 
Do. double headers 383 do Each 
-eze fixing bricks 20/3 per 101 Cast iron pipes, 9 feet long 
les and lumps .. ' 25/- foot cube Do. 6 feet do. 
w all ties—8” ; fs”, black 8 per cwt Do. 4 feet do. 
Do. but galvanized ‘ 85/9 do Do. 2 feet do. 
Cement mortar (1:3) hand- Short bend 
made 75/— yard cube Junction 
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DRAINAGE GOODS—Continued ASBESTOS 0.G. GUTTERS AND FITTINGS 
GULLEY PARTS— 4in 4in —— : 
Traps, high level, invert. .. wa o» aa 3 
Inlet, bellmouth pattern .. 7. - 6S 
Do. with one vertical branch .. . ws 
Do. with two do. .. 466 
Sealed cover, with felt washer .. oF 7/6 


In 6ft lengths 3 /- 3/11 

In 3ft or 4ft do. 4¢ 5/11 

Angles and nozzles 2/6 3/4 

Stop ends 8d 10d 

Drop ends 2 5 

Union clips 13 1/9 

RAINWATER SHOES— 4in 
With vertical inlet and rebated -~ o 2 . 
Extension piece, 6in high . .« 86 15 . : ; STONE 
Flat loose coated grating . . “a mA 3/- ; ie B F OOT CUBE in random blocks 
Loose solid coated cover .. Ky i 53 ach. 

oi = BATH STONE F.O.R. SOUTH LAMBETH 
MANHOLE CHANNELS, WHITE GLAZED— Monks Park 5/11. St. Aldheln 
Each a aii STONE F.O.R. NINE ELMS 

Straight, 2 feet long 7 Pe . ne Portland brown Whitbed 6/84 

Taper, do. .. a Rs . 2s 2 Over 20ft average cube blo 

Bends, Main, half section aa -- 2/- 30 

Do., Branch, do. .. « 2S & TIMBER 

Do. do. three- ~quarters do. cx SD 27 Softwood—~eawn—rendom lenathe 

Junctions, single re : 2 ov 17 6 30 c 00a sawn Tanagom iengtn 


. Per Standard 
. 
Do. double sii ies i -+ 23/9 41/3 i. Carcassing quality £11 


Joinery quality 
Plain edged unsorted floor- 
ing, per square 


BROWN GLAZED CHANNELS— 
Based on standard list plus 774% (less than 100 pieces 


Half-round main channel = long) 
Extra for stop ends 

Extra for outlets .. ‘ 
Channel bends with splayed ends 
Three-quarter section do. “4 


4in insulating wall board (60 
Larger quantities cost less 


SUNDRIES— 


& 
SANWNWNS 
=H OOWW 


: ; Felt, roofing and inodorous 
MANHOLE COVERS— es Do., inodorous, 2nd quality ar 
24 « 18in Light foot traffic ~ ca sf "ac Do., sheathing, black. 
"Do. Strong do... me a ~ : Glue 2/- per Ib. Glass paper 4/6 per q 
Do. Light car traffic i i le ‘ Nails: brads (24”) 49/6 cwt. Cut 


Do. Road traffic... Ss re ie " Panel pins 9d per Ib. Sash line 
Wall boards. Up to 9 sheets 
SUNDRIES— Galvanized cs 2 
Manhole steps 7/5 each Hardboard: 3” 73d 
4in Mica valve fresh air inlets Slag wool . 
CORRE mali liane: 15/9 do. Wood screws : 14° long—No. 8 size 


Plumber’s hemp .. ea Pa 7/6 per Ib. Japanned round head 3/5. Brass 9/8 
Gaskin, caulking . — 1/94 do. 


Canvas backed hair felt, 4in wide .. 7d. per ft run HARDWOOD— 


» COLLOL 


ROOFING MATERIALS Prime 
WELSH SLATES (delivered)— Mahogany (African 
Quantity Do. (Honduras 
2,000 to 100 to ‘1 to Oak (American), wh 
4,999 499 99 —plain, kiln dried 
Size in inches per 1,000 per 100 _ per doz. Do.—Quartered 
22» f . mere 204'3 _Do.—European— 
as an .. 1357/- 1706 leak—Burma and Siam 
6 ... ig .. 1055/- 1326 7 Walnut (African 
ree ae 91/- 2 — ~ 
9 aH a ie 624/- 78/6 QUALITY, STANDARD SOFTWOOD DOORS 
4h. a .. 294/- 36/9 
: lin, 4 Panels, horizontal, moul 
5,000 lots arom 
TILES (Broseley and Staffordshire) — per 1,000 per 100 
10}” x 64” Machine made . . .. 236/- 32,9 
Do., hand made, sand faced os os taf? 37/9 
Hips, valleys and angles .. +s - 27/9 per dozen 
Per 1,000 Per 100 
Plain concrete tiles _° is -. 160/9 19/6 


QUARRY TILES (delivered)— §"«6"x6" 14”°x8"x8 
Plain « 2668 1017/6 per 1,000 
Sheeting asbestos corrugated, 3in pitch 7/6 per yard super 
Do. 6in do... 8 - do 
on iron galvanized a aes 53 
9 


per cwt. 
Drive screws (galvanized) 


gross 


ASBESTOS RAINWATER GOODS— IRONMONGERY 


> 
5 


3in 6in 

11/2 yd.lineal Cast iron Butts 

15,- each Hinges, spring i 
8/11 do. action regulating, 
15/6 do. anned, each 

9/9 do. Do. but double action 
11/6 do. spring only, each 
2/11 do. Do. blank only, 


Pipe in 6ft lengths . . 

Do. in 3ft do. 

Shoes 2 
Branches .. 3 
Bends 2 
Swannecks—6in projection 3 
Pipe clips i 


Ww 
su 


word ui 
“ILS hwWworui 


ou oO 





; “Mt fi . 
2 s *. at 


THE DAIMLER 


RADFORD WORKS, COVENTRY 
Wood & Kendrick & Williams 
Chartered Architects 


ALUMINIUM 
PATENT GLAZING 


HENRY HOPE & SONS LTD 


SMETHWICK, BIRMINGHAM AND 17 BERNERS STREET, LONDON, W.1 





A COMPLETE HOT WATER SYSTEM 


IN ONE TANK 
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eee rm! ROLYAT~HOT WATER 


\ ‘eu . TANKS 


THE ROLYAT TANK CO-LTD - CROMWELL ROAD~- YORK 














T.S.S. OCEAN MONARCH 





PUBLIC 
BUILDINGS 


HOSPITALS 
HOTELS 
THEATRES 
CINEMAS 


SHIP 
FURNISHIN 





RESTORATION 
ETC. ETC 


W2tUtS wn CNG & 18 Decora OV Fe NSN 
‘ MAPLE & CO +? with their subsidiary ee 
H. H. MARTYN & CO. LTD., CHELTENHAM 
have adequate facilities for undertaking large contracts under 


architects’ supervision. Many public buildings throughout the world 
provide evidence in constructional work, furnishing and decoratio 


aaa 


She MDuiyple Maiiyr C Agantsalt "t 
CONTRACT DEPARTMENT 


MAPLE & CO. LTD. ~~ OTTENHAM COURT ROAD. LONDON W.1. 
PARIS BIRMINGHAM BOL a BUEN tare 
—————————— 


BRIGHT 
sap 5 A FICE: 116 HOPE ST 
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IRONMONGER Y—Continued DOUBLE SOOT DOORS AND FRAMES— 
12in 18in 24in 30in  36in Fitted with brass turnbuckle 9in = 9in 12in « 9in 14in x 12in 
Tee hinges (japanned), = : and cast key “s - 14/9 19/- 30/3 
per pai é ( 
os tli, a nid SLIDING DOORS, GATES AND PARTITIONS— 
pair ; 2 1 Factory sliding doors in two leaves contain- 
Hook and Ride hinges, ing about 100 square feet with mild steel 
per pair = 107 3 ) angle frames covered with 24 gauge 
- corrugated galvanized sheeting and in- 
BOLTS—each- = in . a ; = cluding hanging tubular track and gear 
complete .. foot super 
‘actory entrance gates with mild steel frames 
clad with 2in mesh chain link complete . 
_,, brass knob : Steel partitioning, Gant rough cast) and 
_ “ — ‘ 1} aU ) , stove enamelle ; ie ae : 
© OLS . i | « c 


Cabinet, barrel, straigh 
or necked 
Square spring, with 


j 7 > ») 
= pate Barrel . ee fo , STEEL ROOF LIGHTS— 
bolts if necked - ” ” Lanterns with vertical sides, and hipped roof, 
LOCK S—each— glazed with }in cast glass and lead flashed 
Rim lock, 2 lever, wrot case rass furniture 180ft super or over, all surfaces measured) 11/6 foot super 
brass bolt and bushing . 11/5 or Bakelite l Skylights of similar construction (180ft. super 
Bakelite finger plate 3 or over, all surfaces measured) .. ; 10,6 do. 
Mortice lock, 2 lever, bushed 144 _ Brass fur . : 
© Bakelite de J DOMESTIC BOILERS 
ee) For hot water or heating, for use with solid fuel, including base 
plates. 


Cylinder latches, japanned case 
Brass sash fastener 


Casement fasteners (malleable Gal. per Heating only Black Vitreous Vitreous 
Do. stays do hour from direct finish enamel enamel 
Axle pulleys (brass face, iron wheel act 1/11 4010 140 deg. radiation inis side 
Do. as last, but with brass wheel each 3/5 sq. feet jackets 
Sash line, No. 8 Anchor yellow label per yard al s 

20 _ 3 6 10 O 


. . > 20 55 0 9 | 
METAL GOODS 25 720 0 11 13 6 
Basis—Rolled steel joists, all sections from 40 110 6 16 17 16 0 


5 43 to 16°x6 inclusive except 49 120 ee 
i) 7”, 10° x 8", 12” x8" and 14” » 8”) (over 66 170 6 
one ton od , Radiators for heating—3/- per sq. foot heating surface. 


Extras—9" » 7” section ; 
4° x4",5 3”, 10” x 8”, 12” x 8”, 14" x 8” and ~ , - : y » 
16° x 8” to 20” x 74” sections inclusive l GAS, WATER AND STEAM TUBES 
22” «7” section : i 15 i (From Standard List. 
4" x2}",4 3”, and 24” x 74” sections : 0/- ic Internal tin & 
Steel angles and tees . r! £2 ( d Diameter — tin fin jin jin lin 
Steel bars (average ex mills £25/0 i Tubes .. perft 4d 44d 5hd 63d $41 1 
Mild steel rods 3° diameter and upwards, cut Bends each 8d 9d 
to lengths within the usual margin and Elbows, sq. do. 10d 
bent to normal schedules for reinforcement 31/6 er cwl Do., round do. 11d 
Tees do 1 
Crosses do. 2 
Backnuts do 
Sockets do. 
Sockets, 
dimin do. 4d 
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Extras per ton 
4in diameter in size 
10 
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Od 
DISCOUNTS OFF ABOVE 
In random lengths and in quantity. 
TUBE— 
Class A (light —374°,, Black —10°,, Galvanized 
Class B (heavier —31}°%, Do. — 5 do. 
Class C (heaviest —21}% Do. 8] do. 
FITTINGS— 
Light weight —11}°%, Do. 84°, Galvanized 
Heavy de —3} Do 13}° do. 


RAINWATER GOODS (Painted or Unpainted 

tainwater pipes, 6ft lengths, 

L WINDOWS AND DOORS per yard 2 

asement doors and frames for gla z : f r Shoes . - each 

type i Bends each 

el framed doors Heads ; each 

doors Offsets, 44in projection each 

ym gates Do. Vin do .. oo Coch 

nina Single junction oo Con 

Half round gutters, 6ft. lengths 

per yard l 

CHAIN LINK FENCING-— Angles and nozzles .. each — 1 

In 25 yards lineal rolls inclusi f lin Stop ends ai -. each - 

O.G. gutters, O6ft. lengths 

per yard 8 

Angles and nozzles. each 54 

Stop ends - each _ 4} 

The above prices plus 784°, added to 


in 24in 3in shin 4in 
3/64 4/1} 
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THE ARCHITECT and Building ! 


URRENT MARK E T PRICES 
PLASTERING MATERIALS COPPER TUBES—Extract f 
Sand, lime, cements and various plasters are previously included Internal work 
under those heads— Nominal Outside 
Metal lathing (}" x 24G.) ws v4 sq ys bore diameter 
Plaster baseboard ?” 150 yds. ) ps i do. inch 
Plaster wallboard, 7 (do. age sd = din 5 
Scrim, 2” cotton (100 yds. roll) ie ae jin 
Scrim, 34” jute (do.) ‘ a as ph lin 
Lath nails, oma “n is oa 3 ltin 
Cow hair oa ois di yt. lin 
White glazed tiles (6” x4 “ nf 2in 2-12 l 1-4 
Do. rounded on one fn at, es ee > CAPILLARY TYPE CONNECTIONS 
Do. on two adjoining edges as ‘x ' All ends copper to copper 
Each in 
PLUMBER’S GOODS Straight 
34 Ib. lead Lead pipes Lead Allowance Bends 
Per cwt. and up- in soil for old Tees 
Delivered in quantities — coil pipes lead Brackets (brass 
of 5 Cwts.to 1 Ton .. 58/3 159/6 162,6 100/- 


IRON SOIL AND WASTE PIPE— 
2in 

L.C.C. coated (M) per mae 3 : 
Bends .. each 

Swannecks, 4h" projec., do. 

Do. 9in do. do. 

Junctions .. , do. 

Round access doors do. 

The above prices plus 784°, ad 


GALVANIZED CISTERNS— 
(Less than four) 100 200 
Angle iron at top and 
corner plates 14 gauge 122 - 225 /- 
12 do. 147 3 248 - 
8in plate 171/9 281/- 
HOT WATER TANKS— = 25 30 
Riveted with ring 12 gauge 94- 103 - 
8in plate 103/- 112/- 
CYLINDERS— 25 37 
Riveted and 12 gauge 121/- 142/- 
hand-hole 8in plate 134 - 158/- 
PLUMBERS’ FITTINGS— - ; 
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Zach jin 
Ball valve Croydon pattern 
with fly nut and union 
and copper ball : 
Screw down, cast brass, 
crutch head bib cock, 
screwed for iron . 
Ditto, with screwed boss 
Stop cocks, cast brass, B.S.S. 
screwed iron, light 
Ditto, cast brass, heavy .. 
Ditto with double union 
B.S.S., light aa oe 
Ditto, double union heavy . . 
Gate valves, screwed female, 
hot pressed 
Ditto 
Ditto, gunmetal ; 
Safety valves, spring ; 
Plumbers unions, cast brass 
Ditto, hot pressed ve 
Cap and lining, cast brass 
Boiler screws, cast brass, 
single nut. . 
Ditto. double nut 


—Wwuron-l 


ori 


tN 


> po 


Sleeves, cast brass, short 
Ditto. long .. ; 
Thimble, cast brass a 
Cap and screws, cast brass 
Waste, plug, chain, stay and 
union, brass Ke 
Lead P traps (6 Ib “1 }’seal 
Ditto. S ditto. (6 Ib) ditto. 
Lead P traps (6 Ib) 3” seal 
Ditto. S$ ditto. (do.) ditto. 
Wire baloon guards galvan- 
ized i ~ es _ 
Ditto, copper . = — 
Solder : 4.9 per lb. Blow pipe solder 5/8 Ib. 
Zinc 10 gauge 233/— cwt. 12 gauge 231/- cwt. 
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English flat drawn Sheet 
Per foot super 
24 0z., do. 
26 oz. do. 
32 02., do 
Figured, Rolled and Cathed 
Whit 


VII UI oe 

JApeeos 
— or 
prarees 


were) 


to foot of invoice. Prismatic glass, cut t 


Rolled and wired glass 
300 gallons +” Rolled 
” or 4” do. 
313)6 is” or }” Roug 
336/6 t” Wired, ( 
388 /-— Georgian \ 
50 gallons W h ite Mu 
143 - uted (Nx 
159)- 
48 gallons 
166,- 
185 — 4” Calorex Cast 
Calorex Cas 
Ijin lin Polished Plate Calor 
POLISHED PLATE GLASS 
49/- 64- approximately }in (Tariff 


Per foot super 


In plates not exceeding 
2 feet super ir 
3 feet j 
5 feet 
45 feet 
100 feet 
Extra sizes, 


DECORATING MATERIAL 
Pr 


Aluminium I 
Distemper, c 
Distemper, wast 
Enamel 

Gold Metallic Paint 
Heat Resisting Paint 
Japan, black 
Knotting 

Linsee aot Oil 

Boiled c 

Propric am Pa nts 
Finishing 

Priming 

Undercoat 
Paperhangers Pa 
Petrifying liquid 
Putty 


Perforated Zinc, cut to size, 9 gauge 1/11 foot super. 


Gaskin 1/10 lb. Long dressed hemp 4/6 Ib. 
Boss white non-tainting jointing compound 2 


-lb Whiting 
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STANCHION 
3x 1/2 HARDWOOD 
HANDRAIL 


("8 GASBARREL 
STANDARD 


CUP STIRRUP 


4%x\" TONGUED HARDWOOD 
BOARDING : 


Yg M.S. PERFORATED PLATE 
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LANDING SECTION AA 


STAIRCASE 


ADMINISTRATION BUILDING 


5"x 2"/o'x 7/3 } 
ANGLE CLEAT' 


6x 3° CHANNEL ——~ 


SCALE 





9” BRICKWORK 
5ig RENDERING 


XPM 


CONCRETE 
- INFILLING 


6*3° CHANNEL 


15 TO ONE FOOT 





DOWNSTREAM SECTION 


F O.B. e EDWARD MILLS 
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STAIRCASE: ADMINISTRATION BUILDING, 
DOWN STREAM SECTION F.O.B 


AR WUE G T EDWARD D>. MILLS 
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Ricardo Street’ Primary School — Poplar, E.14 


Architects : Consulting Engineers: 
F. R. oS. Yorke, F.R.LB.A. Clarke, Nicholls & Marcel. 
E. Rosenberg, F.R.I.B.A. 
C. 8S. Mardall, A.R.LB.A. 


It is with pleasure we announce the recent 
opening of this important building 


completed ahead of schedule. 


TERSONS LTD., SEWARD STREET, E.C.1 
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HOY 16 mm ARG 


Projector 


FULL - SCALE 


Jhedlu Peipormante 


WITH 16MM. ECONOMY 











Mounted on Pedestal Stand 
for permanent installation 


AT LAST—a cinema in 
any Hall without great 
expense and without fuss. 
During the many years 
we have specialized in 
cinema equipment, we have learned most of the problems—and we can 
now tell you that this new ‘ 609’ 16 mm. ARC PROJECTOR has solved 
them all. Look at these advantages : 


No projector room is required. 

No fire risk. 

No complicated wiring 

No restrictive regulations. 

Full-size picture for any hall up to 1,500 seats. 
Full-power sound reproduction. 

Full choice of films, both instructional and entertaining. 
Simple operation. 

Taylor-Hobson lenses. 


The new G.B.-BELL & HOWELL ‘ 609’, uses normal 16 mm. sound- 
films, but has an automatically-fed ARC LAMP to light a big screen, 
and a high power amplifier and loudspeaker system to fill a large hall. 


G.B.-BELL & HOWELL equipment is known the world over as 
leading the 16 mm. field in design, and, being manufactured by the 
foremost cinema equipment organisation in this country, ensures the 
highest possible quality. This is your guarantee of excellence both in 
machine and service. 


Full details are available on request and a demonstration will gladly be 
arranged at your convenience. 


Mounted on 
Roll-away stand 


Another world-famous 
product marketed by 
G.B-KALEE LTD. 


Head Office : Mortimer House, 37/41, Mortimer Street, London, W.1. 
London Branch & Showrooms : National House, 60/66, Wardour Street, W.1 
Branches at: BELFAST BIRMINGHAM CARDIFF GLASGOW 
LEEDS - LIVERPOOL * MANCHESTER * NEWC “ASTLE-UPON-TYNE 


Wilson 
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You should be! 


tucked away in factories and farms up 


There’s a lot of 


down the country. 


WANTED 


from the 


We need ail the scrap 


wecanfind. Weneeditback | 
| BUILDING 


in the steelworks just as 

me J INDUSTRY 

fast as we can get it there. ; ' 

© ; Old girders, corrugated 

Round it up. Turn it in. | iron and scaffolding, 

1 covers and gullies and 

Scrap Merchants are glad | every kind of general 

} and process scrap and 
obsolete plant. 


to help with dismantling and 





collection. 


SPEED THE SCRAP 
SPEED THE STEEL 


Issued for the STEEL SCRAP DRIVE by the 


British Iron and Steel Federation 
STEEL HOUSE TOTHILL STREET 


“ii 


LONDON, S.W 
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News of the BUILDING INDUSTRY 


WASTE PAPER is a misnomer for paper 
which has served its original purpose. 
To-day there is no such thing as waste 
paper unless it is thoughtlessly destroyed 
or hoarded. Salvage and re-use of paper 
is now an absolute essential for the needs 
of all types of industry and not least for 
the building industry. 

The requirement for the current year 
is no less than 1,200,000 tons. 

Large firms are reminded that un- 
needed paper has considerable monetary 
value if sold to a merchant. The names 
of merchants can be obtained from the 
Waste Paper Recovery Association, 
Mount Street, London, W.1. Alterna- 
tively, readers of the Architect and 
Building News may obtain the address of 
their nearest merchant by writing to the 
Editor. Although many wartime paper- 
salvage schemes have been restarted, the 
need for more is urgent and readers are 
urged to discover whether their local 
Councils have such schemes in operation 
and by all means at their disposal ensure 
that they are not wasting paper by hoard- 
ing it or destroying it. 


. 
DRAINAGE PROBLEMS are the sub- 
ject of field research now being planned 
by a joint committee representing the 
Institution of Sanitary Engineers, the 
Sanitary Inspectors’ Association, the 
Institute of Plumbers and the Building 
Research Station. 

It is felt that there is not at present 
available enough factual information 
about the performance of domestic 
drainage systems to make really efficient 
design possible in every case. Empirical 
rules for gradients of house drains have 
been in common use for years, but there 
is little recorded information regarding 
the efficiency in actual practice of drains 
laid at these gradients as compared with 
those laid at flatter and, perhaps, con- 
siderably more economical gradients. 

A report which a committee of the 
Ministry of Works made to the National 
Consultative Council in March, 1951, 
says: “ . the drainage cost for three 
identical groups of eighteen small houses 
each conforming to the requirements of 
a separate Local Authority in London 
varies from £29 to £72 a house.” 

It is proposed, therefore, to invite the 
co-operation of suitable persons through- 
out the country who would be willing to 
undertake the collection (in their own 
particular area) of information which will 
enable the results of this survey to be of 
real use. Such persons will be mainly 
officers of local and public authorities. 

The project will be initiated with visits 
by an officer of the Building Research 
Station, Mr. F. J. Crabb, B.Eng., 
M.1.C.E., M.R.San.I., who will explain 
the scheme on behalf of the Committee 
and suggest the best ways in which co- 
operation could be given. 


. 
DISTRICT HEATING costing and 
handling problems have been raised in 
the Craigbank scheme, Glasgow, where 
tenants of three-room houses pay 26s 7d 
(including 12s 6d for heating) and 32s 8d 
for four rooms (inclusive of 16s per week 
for heating). When the space heating 
was cut at the end of June (hot-water 
services being continued) conditions re- 
mained cold en many days and tenants 
protested that their original understand- 
ing was that space and hot-water heating 
would be maintained on a 12-month 


VITRUVIANS 


133 


v. Meh oBaot 58 x 


The annual match between the Vitruvians (the architectural and technical Press) and the 
Nationa! Federation was played on the Blue Circle ground, Snaresbrook, Essex, on Sunday, July 22, 


by kind permission of the Cement Marketing Company. 


The match was drawn, the National 


Federation scoring 194 for two wickets declared, the Vitruvians replying with 77 for nine. A heavy 
thunderstorm interrupted play, but a large company of guests watched a good day's cricket, a 
feature of which was a fine not out innings of 126 by F. Ridgeon (Eastern Counties). The first ball 
was bowled by Councillor Stephen Hudson, President of the National Federation. The picture shows 
the N.F.B.T.E. team with Mr. Stephen Hudson next to F. Ridgeon. G.P. Parker (captain) is in the 


centre of the front row. 


basis. The fact that these houses have 
no alternative method of heating raises 
a further problem. Case for the tenants— 
which will be aired in August—is that 
they are paying for a service which is 
not being provided. Council argument 
is that heating and water charges, 
although paid weekly, are averaged over 
the year and that the normal space heat- 
ing period is to the end of May, lapsing 
until the beginning of September. 

The problem is one which is being met 
with increasingly where space heating is 
involved—arising, apparently, from cur- 
rent heavy costs of fuel and anxiety to 
standardize the basis of costing in the 
interests of easy book-keeping. 


. 

THE COUNCIL FOR CODES OF 
PRACTICE FOR BUILDINGS has 
now published in final form Code 332.303, 
“Installation of Gas-Fired Boilers for 
Central Heating by Hot Water.” The 
Code includes consideration of points 
appropriate to boilers required to provide 
hot water for domestic purposes in addi- 
tion to space heating. The design of 
space heating and domestic hot-water 
systems is dealt with in other Codes. 

The Code lists essential points on 
which information should be obtained 
before installation is commenced and to 
enable the work to be fitted into a time 
schedule. It also affords guidance on the 
selection of the type and number of 
boilers most suitable for the heating in- 
stallation to be served, having regard to 
adequacy of boiler rating, flexibility in 
meeting variations in the load and pre- 
serving continuity of supply. 

Details of clearances to allow of acces- 
sibility are given and recommendations 
made on fire precautions and on gas 
supply and connections, including the 
master control cock and safety devices. 
Various automatic controls, their func- 
tions and major components are described, 
and advice is given on points of design 


EDINBURGH HOUSING COMMIT- 
TEE is considering the erection of a block 
of 42 three-apartment flats in a seven- 
storey building at Blackhall. Architect, 
Leslie Grahame-Thomson, R.S.A. Esti- 
mates are being taken for the construction 
of the block, with and without central 
heating. 


THE MAYOR OF HUDDERSFIELD, 
opening the town’s first two post-war 
schools, said that Huddersfield was pre- 
pared to spend £250,000 a year on schools 
so that no child would live more than a 


mile from any school. The two new 
schools are the first primary schools built 
at Huddersfield since 1912. They are 
Dalton Junior and Infants’, which cost 
£53,000, plus £2,700 for furniture, and 
Deighton County School, which, when 
completed, will have cost £85,000. 


. 
ARGYLL COUNTY ARCHITECT, 
Mr. Robert Cameron, has said that it is 
impossible to get sufficient Scottish bricks 
to meet the needs of rural house building. 
Bricks from England, possibly available 
at short notice, would add fully £70 to 
a £2,000 house, due to the cost of freight. 
The Department of Health for Scot- 
land being unable to help, the County 
Council has decided to get their bricks 
from England and to meet the extra cost 

of transporting them. 


ROBERT STEPHENSON’S  overall- 
type roof at Derby Midland Station— 
erected in 1839 and damaged during the 
war—is to be replaced by a pre-stressed 
pre-cast awning design. 

Work is scheduled to start in the late 
autumn and will cost about £200,000. 


* 
FREIGHT HANDLING is the subject 
of a report prepared by a specialist team 
which visited America recently. The re- 
port is now published by the Anglo- 
(Continued on page 134) 
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Housewives’ Choice (contd.) 


"THERE were innumerable complaints 
regarding cupboards and storage. 
First, the insufficient provision made 
and, secondly, when provided, the bad 
design and inadequate dimensions. The 
linen cupboards were very specially men- 
tioned as most of these were quite inade- 
quate in size when the space occupied by 
the hot water storage tank or cylinder was 
deducted. The linen cupboards in so 
many cases had inadequate depth to re- 
ceive sheets folded as they come from 
the laundry unless placed sideways on the 
shelves when they take up so much space. 
Most of the clothes hanging cupboards 
had unsuitable dimensions and not at all 
consistent with those given in ‘ Planning’ 
by ‘E. & O.E.’ or in B.S. 1292. I believe 
all those present at the discussion had 
found it necessary to use the smallest bed- 
room as general storage space owing to 
the complete absence of any proper stor- 
age place for trunks, suitcases and the 
general accommodation of articles which 
every householder wants to keep! Some 
were using the roof spaces for storage 
but then they complained that articles 
kept there became damp due to lack of 
warmth and ventilation and, in addition, 
the access was usually very difficult. With 
the tendency towards houses with the 
minimum number of rooms into which 
the family can be fitted, to save cost and 
labour of maintenance, the provision of a 
proper store space becomes ever more 
important. x E 

The number of complaints about food 
storage places more than bore out the 
remarks I made in No. 19 of these Notes. 
Quite 50 per cent of those I saw had a 
completely wrong aspect and must be more 
like ovens than larders in sunny weather. 
The sizes were in all cases inadequate, 
especially as little other storage space was 
available for food and household equip- 
ment such as brooms. More adequate 
consideration of equipment of this nature 
is really essential if our homes are to 
assist in the reduction of the kousewife’s 
work; fortunately local authority housing 
since the war is setting a standard much 
higher than that of many of the pre-war 
houses which presumably private enter- 
prise will follow if and when it builds 
again in quantity. 

Another important point arose from the 
difficulty of fixing curtains and pelmets as 
most householders found that to put plugs 
into concrete lintels is extremely difficult. 
The main curtains and pelmets to most 
windows are fixed on the wall face and 
not on the wood or metal frames. The 
metal window manufacturers provide 
brackets which are very adequate for 
carrying net or similar curtains close to 
the windows but this does not help with 
the main curtains or pelmets on the wall 
face. With wood windows curtains over 
the windows are again easily fixed to the 
wood frame but this does not help with 
the tain fixings. I do not think architects 
and builders pay sufficient atteation to the 
problems of curtain fixing. There is on 
the market equipment of varying kinds, 
but the fixings do not vary greatly and it 
would not be unduly difficult to make pro- 
vision for them. I strongly recommend 
architects to examine closely the simple 
provisions made in B.S. 1239 for cast con- 
crete lintels for timber or pre-formed 


45.—By A. 


inserts in various positions, designed, I 
have been told, in consultation with lead- 
ing manufacturers of curtain hanging 
equipment. 

I cannot finish the mention of these dis- 
cussions without a reference to frozen 
pipe, as the subject cropped up constantly. 
I took the opportunity to enquire what 
the costs of repairs from this cause had 
been and I found them, in several cases, 
to be staggering. Much of this expendi- 
ture appeared to me likely to recur 
when the next hard winter comes, due to 
bad placing of services and lack of reason- 
able precautions. The small initial cost 
of avoiding these troubles is unlikely to 


e_ | ‘ 

LEGAL 

This column is designed to assist 
readers in understanding legal problems 
and in simplifying legal language. Readers 
with legal questions are invited to submit 
them for the attention of our correspon- 
dent. Questions and answers of general 
interest will be published but the Editor 
does not hold himself responsible for the 
views expressed, 

The Control of Building Operations 
(No. 16) Order, 1951 (S.I. 1951 No. 1082 
which extends for a further twelve months 
the present financial limits within which 
building or civil engineering work may be 
done without a licence is doubtless already 
well known to readers. The effect of it is 
that during the period between July 1, 
1951, and June 30, 1952, work may be 
done on any single property if its cost, 
together with the cost of any previous 
work carried out on the property hout 
a licence in the period, does not exceed 
£100, or, in the case of certain special 
classes of buildings known as “ designated 
buildings,” £500. These designated build- 
ings may be described generally as indus- 
trial buildings and farm buildings, other 
than dwelling houses. 

What may not be known to readers, 
however, is Circular No. 47/51, dated July 
5, issued by the Ministry of Local 
Government and Planning to housing 
authorities and county councils in 
England. The circular draws the atten- 
tion of local authorities to the above- 
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News of the BUILDING INDUSTRY (continued) 


American Council on Productivity, 21, 
Tothill Street, London, S.W.1. The price 
of the report is 2s 6d post free. 


THE 

SOCIETY will 

ference at 
8 


* 
SMOKE ABATEMENT 


hold 
Blackpool 


their 1951 con- 
from September 


DISTINCTION has been awarded to 
Mr. A. Scholfield, of Messrs. Burt, 
Boulton & Haywood, Ltd., in the T.D.A. 
Higher Certificate Examination. 


° 
THE MINISTER OF SUPPLY has 
made an Order increasing the maximum 
prices of classes of non-ferrous scrap and 
secondary metal which contain lead or 
zinc, 

The Order also brings brass ingots and 
billets under price control for the first 
time, but no commission will be payable 
on sales of these items. 


In addition, it re-defines re-melted lead 
i bright, 
wire and commutator 


and reduces the price for clean, 

untinned 

bar. 
The Order, the 


copper 


Non-Ferrous Metals 
Prices (No. 6) Order—Statutory Instru- 
ment 1951, No. 1318—came into force 
on July 23 and is on sale at H.M. 
Stationery Office, price 3d 


. 
THE LARGE NUMBER OF BUILD- 
ING TRADES OPERATIVES who 
think for themselves and realize the diffi- 
culties which the country is facing at the 
present time will agree that nationaliza- 
tion is no alibi for low output, said Mr. 
Stephen Hudson, President of the 
N.F.B.T.E., at the half-yearly meeting of 
the Liverpool Regional Federation. If 
we were to get the much-needed im- 
provement there must be more co-opera- 
tion and less recrimination. within the 
industry, said the President 
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ENGERT & ROLFE LTD. 
INODOROUS FELTS 
FROM STOCK 


POPLAR E.1/4. EAST 1441 





/NEW FLOORS for OLD 
Wood Floors Planed, Sanded, 
Repaired and Treated 


| FLOORRENOVATIONS Ltd 


| 36 LAURISTON RD., E.9. Phone: AMH 1080 
_—_ machines for hire 





| BUILDERS & CONTRACTORS 
| JOINERY & DECORATORS, Etc. 


345 GREEN LANE - ILFORD 
Fe csc No. : Seven Kings 3 7551 


[A E Pain SF APE 


| 
ARCHITECTURAL DECORATORS 
alists in 
Fibrous ‘z “Solid Plastering | 
PAINTING AND JOINERY CONTRACTORS 
Phone: RODney $797, 5859. Studio and W 
303, SUMNER ROAD, PECKHAM, Sts | 


RINGMER BUILDING 
WORKS, LTD. 


BUILDERS & aT RAC TORS 
Joinery Specialists, 


RINGMER : LEWES : SUSSEX 


Telephone : Lewes 300 


ROWLEY BROS. 


LIMITED 
Builders & Contractors 
Tower Works, Tottenham, N.17 


Telephone: TOTTENHAM 6811-5. 














| There has been a *Stannah’ in | 
STANNAH 
LIFTS 


LIMITED 


i 
PASSENGER, GOODS AND Don, a | 
49-51, TIVERTON STREET, yer 
Telephones : HOP 121! 
] 


Specify 


CERRUX 
DECORATIVE PAINTS 


CELLON LTD., KINGSTON-ON-THAMES 


| 
The UNIVERSAL ( 
WARRY PNyFonm HOIST 
WITH AUTOMATIC SAFETY GATES 
Designed to comply with the Building Regulations 
The Warry Patent Building Equipment 
Co., Ltd. 
FAGGS ROAD, FELTHAM, MIDDLESEX 
Telephone: FELTHAM 4057-58 





\ 


| 





CONTRACT 
e NEWS 


BUILDING 
OPEN 


*FIFE C.C. (a) Building works for pro- 
posed new schools. (b) Messrs. James 
Gentles & Son, Central Chambers, High 
Street, Kirkcaldy. (e) Aug. 24. See page 
29. 

ALTON R.C. (a) 3 pairs of houses and 
ancillary site works, West Tisted site. (b) 
Council’s Engineer, Council Offices, Bar- 
ton Road. (c) 3 Gns. (e) Aug. 27. 


BACUP B.C. (a) 8 aged persons’ bunga- 
lows, Cobden Street, Britannia. (b) 
Borough Engineer, Municipal offices. (c) 
2gns. (e) ang. 21. 


. * 
BERWICK-UPON-TWEED B.C. (a) 18 
and 10 houses with paths, drainage, etc., 
at Spittal. (b) Borough Surveyor, Muni- 
cipal Buildings. (c) lgn. (e) Aug. 27. 

* * * 

BINGLEY U.C. (a) (1) 10 houses at 
Cullingworth and (2) 10 houses at Wils- 
den. (All trades and separate trades). (b) 
Council’s Surveyor, Town Hall. (c) Ign. 
each contract. (e) Aug. 14. 

* a 
BISHOP’S CASTLE B.C. (a) 12 houses. 
b) Messrs. Greatrix and McLennan, 13, 
Victoria Road, Kington. (e) Aug. 27. 
BLYTH B.C. (a) Mortuary and post- 
mortem room at Park View East. (b) 
Borough Engineer, Municipal Buildings. 
(c) Ign. (e) Aug. 20. 

* . -_ 
BRADFORD C.C. (a) Erection of either 
1 or 2 infants’ schools at Reevy Hill and 
Canterbury Avenue. (b) City Architect, 
Town Hall. (e) Aug. 25. 


BUCKINGHAM R.C. (a) 4 houses at 
Edgcott, 8 at Marsh Gibbon, 3 at Preston 
Bissett, 4 at Radclive-cum-Chackmore, 6 
at Steeple Claydon and 6 at Westbury. 

Messrs. Scherrer and Hicks, 19, 
Cavendish Square, London, W.1. (d) 
Aug. 11, indi “ee oun. 


CARMARTHENSHIRE cc. (a) New 
workshops at Pibwrlwyd Rural Technical 
Institute. (b) County Architect, County 
Hall, Carmarthen. (c) 3gns. (d) Aug. 
9. (e) Sept. 11. 


CONGLETON B.C. (a) Contract No. 3. 
7 aged persons’ bungalows on the Brom- 
ley Farm Estate and Contract No. 4, 3 
aged persons’ bungalows on the Parson 
Street Estate b) Borough Engineer’s 
Office, Town Hall. (c) 2gns. (e) Aug. 31. 


ESSEX C.C. (a) Reinforced concrete 
frame workshop block at proposed North- 
East Essex Technical College, Colchester. 
(Approx value of contract £50,000). (b) 
County Architect, County Hall Chelms- 
ford. (d Aug. ll 

ESSEX C. c a) Braintree North infants’ 
school. 7 tnd value of contract 
£57,000). (b) County Architect, County 
Hall, Chelmsford. ©) Aug. 11. 


GILLINGHAM B.C. (a) 33 flats in 3 
blocks with roof laundries and basement 
stores. (b) Borough Engineer, Municipal 
Buildings. (c) 5gns. (d) Aug. 12. (e) 
Sept. 10 


address it is the same as the locality 
given in the heading, (c) deposit, (d) 
last date for application, (e) last date 
and time for submission of tenders. Full 
details of contracts marked > are 
given in the advertisement section. 

















€DALO 


Liquid 


CEMENT 
RETARDER 


For the Perfect Key 


THE ADAMITE 
COMPANY LTD Ga 


MANFIELD HOUSE STRAND. WC2 





a 1 


KIRK & KIRK 


| LIMITED 


Building and Civil 
Engineering Contractors 


| 
ATLAS WORKS | 


/PUTNEY - S-W-15, 


TELEPHONE: PUTNEY 7244 


* Content 


SHOVELS, FORKS, RAKES, 
BARROWS, LADDERS, 
RAMMERS, CROWBARS, 
AXES, HAMMERS, 
WINCHES, HOISTS. 


Write for descriptive leaflets today. 
THO: W. WARD LTD. 


ALBION WORKS SHEFFIELD 
Phone: 26311 (22 lines) Grams: “Ketco.” 

















LIGHT STEELWORK 


(1925) LTD. 


HYTHE/ROAD, WILLESDEN, N.W.10 
Telephone :! ADBROKE 3674 


POST WAR PLANNING 


PREFABRICATION 
STEEL STAIRCASES 
BALUSTRADES AND 
HANDRAILS 
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GODALMING B.C. (a) 12 dwellings, 
Aaron’s Hill Estate. (b) Borough 
Engineer’s Office, Branksome, Filmer 
Grove. (c) 2gns. (e) Aug. 25. 


HAVERHILL U.C. (a) 12 houses and 
2 Duplex flats on the Park Avenue site. 
(b) Mr. D. C. Denton-Smith, 40, Regent 
Street, Cambridge. (c) 2gns. (e) Aug. 18. 
. *. * 

LINCOLN C.C. (a) Flats and houses in 
Dixon Street and Avondale Street. (b) 
City Architect, Stamp End. (c) 2gns. (e) 
Aug. 13 

LIVERPOOL REGIONAL HOSPITAL 
BOARD. (a) Alterations and extensions 
to Bootle Maternity Home. (b) Regional 
Architect, Liverpool Regional Hospital 
Board, 5th Floor, Premier Buildings, 88, 
Church Street, Liverpool, 1. (c) 2gns. 
(e) Sept. 5. 


LLANDILO RC. (a) 
Twynllanan site, with construction of 
ancillary roads and sewers. (b) Council’s 
Engineer and Surveyor, Council Offices, 
Crescent Road. (c) 2gns. (e) Aug. 10. 

7. * . 
LONDON—CAMBERWELL B.C. (a) 12 
houses on site No. 52, at Danby Street 
and Avondale Rise. (b) Messrs. John 
Grey and Partners, 17, 
Street, Strand, W.C.2. (c) 2gns. (e) 
Aug. 24. 
LONDON—WALTHAMSTOW B.C. (a) 
22 houses at Bulls Farm, Billet Road, 
E.17. (b) Borough Architect, Town Hall, 
E.17. (c) 2gns. (e) Aug. 31. 


LONDON—WOOD GREEN B.C. (a) 
War-damage repairs and redecorations at 
the Public Baths, Western Road. (b) 
Borough Engineer, Town Hall, N.22. (c) 
2gns. (e) Sept. 3. os 
MANCHESTER C.C. (a) Alterations 
and additions to science room at Didsbury 
Central School. (b) City Architect’s 
Office, Town Hall. (c) lgn. (e) Aug. 11. 


MIDHURST R.C. 
flats, South Harting site. (b) Mr. T. 
Greenfield, “ Newstead,” Midhurst. (c) 
lgn. 
N. IRELAND—DOWNPATRICK R.C. 
(a) 12 houses at Ballymacarn with inci- 
dental road and drainage work. (b) 
Messrs. Ogilby and M’Cutcheon, Lom- 
bard Street, Belfast. (c) Sgns. (e) 
Aug. 10 
NUNEATON B.C. (a) 24 _ houses, 
Marston Estate. (b) Borough Surveyor, 
Council House. (c) 2gns. (e) Aug. 13. 

* * . 
OAKHAM B.C. (a) 16 houses at Manton 
and 12 houses at Edithweston, and site 
services. (b) Mr. H. W. Kelham, 14, All 
Saints’ Place, Stamford, Lincs. (c) Ign. 
(e) Aug. 10. 


RAMSBOTTOM U.C. 
veniences at Holcombe Brook. 
cil’s Engineer, Council Offices. (c) 2gns. 
(e) Aug. 13. 


* *. 


RUGBY B.C. (a) 30 houses, Lawford 
Lane, Bilton. (b) Borough Surveyor’s 
Office, “Burford House.” (c) Sgns. (e) 
Aug. 16. 


*. ” * 


RUSHDEN U.C. (a) Extensions to 


Council buildings. (6b) Engineer and | 


—* 


Council Buildings. (e) 
Sept. 3 


* 
4 houses at | 


Buckingham | 





(a) 13 houses and | 


(a) Public con- | 


(b) Coun- | 
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Sole Manufacturers 


ARTHUR L.GIBSON& COL 


TWICKENHAM ENGLAND 


FOR MAXIMUM 


UNDERFLOOR DUCT WIRING 


SYSTEM for the distribution of power, 
light and communication cables. “Key"’ 
Fibre Ducts can be tapped anywhere. It is 
cheap, non-corrodible and non-condensing. 


The Full particulars sent on application. 
KRY Engineering Co. Ltd 

Queen Victoria Street Trafford Park, Manchester 
London, 


Telephone : CITY 1185-6 Trafford Park 1903 


“TRUSSES 


Hoof Trusses 15ft. 
1008t. 


pa ag Frameworks to - 


200 Langham T 
Le 
Tele. : Bowes Park 3757 - 7548 


6 and 10 bungalows, 


| WOKING U.C. 





Building News, / 


SOUTHEND-ON-SEA B.C. (a i 
lions in Eastwood an ad Southchurch 
Parks. (b) Parks Superintendent, Burdett 
Road. .(e) Sept. 1 


STAFFORDSHIRE C.C. (a) Adapta- 
tion of Rangemoor Hall, near Burton-on- 
Trent, to form Needwood Special School. 
b) Architect and Surveyor, County Edu- 
cauon Committee, Green Hall, Lichfield 
Road, Stafford c) 4gns d) Aug. 4 
STAFFORDSHIRE C.C. (a) Erection 
and completion of Wheel Lane primary 
school, Lichfield b) Architect and Sur- 
veyor, County Education Committee, 
Green Hall, Lichfield Road, Stafford 
4gns. (d) Aug. 4 

STAFFORDSHIRE C.C. a) Erection 
and completion of extensions to Cannock 
County Mining College b) Architect 
and Surveyor, County Education Com- 
mittee, Green Hall, Lichfield Road, Staf 
ford c) 4gns d) Aug 4 


STAFFORDSHIRE C.C. (a) Erection 
and completion of Brickhouse Farm prim- 
ary school, Rowley Regis. (b) Architect 
and Surveyor, County Education Commit- 
tee, Green Hall, Lichfield Road, Stafford 
c) 4gns. (e) Aug. 4. 


* * * 


STOURBRIDGE B.C. (a) 6 shops, 4 
maisonettes and 2 flats, and 9 garages, in 
one block, with incidental site works, Nor- 
ton Estate b) Borough Engineer, The 
Council House c) 3gns e) Sept. 5 


* * 7 


STOURBRIDGE B.C. (a) 102 houses, 
28 flats in blocks of 4, 12 flats in blocks of 
Wollaston Farm 
Estate b Borough Engineer, The 
Council House. (c) 3gns. (e) Sept. 5 
TAVISTOCK R.C. (a) 18 houses and 
site works at Lamerton b) Messrs 
Rossington and Fogden, National Provin- 
cial Bank Chambers. (c 3gns e) Aug 
37 


* 7 


WALTON AND WEYBRIDGE U.C 
a) 28 houses, Burwood Road Estate b 
Council’s Engineer, Council 1 Offices, Wa 
ton-on-Thames e) Sept 


WEST HARTLEPOOL B.C. (a) Build- 
ing work for alterati ions to the Technical 
College / : Avent ze Road b 
Borough Architect, icipal Buildings 
e) Aug. 18 
WEST RIDING C.C. Adaptations 
at (1) Ripon Fire Statior d (2) pro- 
b) County 
Architect, “ Bishopgarth,” Wes tfield Road, 
Wakefield e) Aug. 10 
WEST RIDING STANDENG JOINT 
COMMITTEE. (a) Adaptations and al- 
terations at West Riding Divisional Police 
Headquarters, Barnsley b County 
Architect, “ Bishopgarth,” Westfield Road, 
Wakefield. (c) 2gns. payable to West 
Riding Treasurer, crossed “and Co.” (e 
Aug. 24 
WEST RIDING C.C. (a) Alterations 
and adaptations at the Day Nursery, Al- 
bany Avenue, Harrogate (b) County 
Architect, ‘ * Bishopgarth,” Westfield Road, 
Wakefield. (e Aug. 2 27. 
@) Contract No. 2, 40 
houses, Elm Bridges Estate. (b) Engineer 
and Surveyor, Council Offices. (c) 2gns 
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R | B A SPECIAL FINAL 


Postal Courses in all subjects of the 1951 exam 
syllabus (including Professional Practice) are con- 
ducted by 

The ELLIS SCHOOL OF ARCHITECTURE 
Principal : A. 8. Waters, M.B.E., 

1036, OLD a ROAD, ‘onoon, 8.W.7 
Phone: KEN 86 d at Worcester 


Londons Finest news secondhand 
ARCHITECTS PLAN CHESTS 
Wood bce hi 


378- 380 EUSTON ROAD LONDON-NWI Abawe> £US: 7325 
———— 


<SUNSTRUCTIONS FOR EVERY ENGINEERING ON 


S/ SHEET METAL 
NORK 


SE LANE BECKENHAM KENT- PHONE SYDENHAM © 


J.GARDNER & CO. LTD. 





VULCANITE 
Rootfing= 
FOR EVERY TYPE OF ROOF 


INSULATING 
BOARD AND 
HARDBOARD 
Made in Canada 


TENTEST FIBRE BOARD CO., LIMITED 
75, Grescent West, Hadley Wood, Barnet, Herts. 
"Phone: Barnet 5501 (5 lines) 


‘ : FERGUSON... 


REGISTERED 
ELECTRICAL 
CONTRACTORS 


54 Se, state oe E.¢.i 
ENTE pERTS 

: IC LIGHTING EX 
ATING & poWER SPECIALS® 


“wage 








QUALIFYING EXAMINATIONS 


R.1.B.A. « T.P.I. 


Courses of Instruction by 
Correspondence and 
Personal Tuition in Studio 


including TESTIMONIES OF STUDY 
AND PROFESSIONAL PRACTICE 


C. W. BOX, FR.LB.A. 


A.A.STRUCT.E., M.R.SAN.! 
115 Gower Street, W.C.1. 
Telephone: EUSton 3906 
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PLACED 


Notes on contracts placed state locality and 
authority in bold type with (1) type of work, 
(2) site, (3) name of contractar and address, 
(4) amount of tender or estimate. + denotes 
that werk may not start pending final 
acceptance, or obtaining of licence, or 
modification of tenders, etc. 


BUILDING 


READING CORPORATION. 1 
houses 2) Bath Road estate 3 
Cook and Sons, Ltd., Holmes 

Reading 4) £234,253. 


Road, 


BRIGHTON CORPORATION. (1) Fac- 
for S. Smith and Sons (England), 
2) Hollingbury Industrial Estate. 
W. A. James and Sons, Ltd., Maiden- 
4) £118,580. 1) Factory for 
gs, Moulds and Tools, Ltd. (2) 
bury 3) H. J. Paris, Ltd., 
Road, Hove 4) £111,955. 
62 flats, stores and 4 shops 2 
Nursery site. (3) James Miller and Part- 
ners, Ltd., of London S.W.1. (4) £97,434. 
BARNSL EY CORPORATION. 1) 
Junior School 2) Athersley Estate. (3 
Direct labour 4 om 500 
GUILDFORD C ORPORATION. 1) 
100 house 2) Uplands 3) A. and J. 
Simmon and Co., Ltd., Old Woking, 
Surrey 4 


Church 


£135,827 
EALING B.C. (1) 64 houses 
olt Park Estate 3) W.G 
Ltd., of Eastcote, Middlesex 


2) North- 
Contractors, 
4) £107,248. 
EALING B.C. (1 
Northolt —_ 
Cait, Ltd., 

£135,168 


Five-storey flats. (2) 
Estate 3) Norman Sin- 
, Uxbridge Road, W.13. (4 


BRADFORD C ORPORATION. 
No Fines houses 


(1) 186 
2) Shirley Manor Estate. 
3) Geo. Wimpey and Co., Ltd., London, 
W.6 4) £256,460 1) 200 Easiform 
houses 3) Laing and Son, Ltd., Carlisle. 
4) £264,827 1) 60 traditional houses. 
2) Harrogate Road 3) H. G. Brooke, 
of Bradford 4) £87,994. 
DOVER B.C. (1 
land Valley Es 

37a, Newi 
£41,272 


32 houses 
2 


LEICESTER. (1) New block. (2) Stret- 
ton Hall, for Sheffield Regional Hospital 
Board 3) Herbert and Sons, 33, Mile- 
stone Lane, Leicester 4) £31,948 
LINCOLN. (1) New block 
Institution 3) H. Aston and Son, Bar- 
ton-on-Humber 4) £24,149. 
WEST BROMWICH B.C. (1) 
2) Harvills Hawthorne Estate. (3) Bid- 
dulph and Thrift, Ltd., Frost Street, Bil- 
ston, Staffs. (4) £52,102. 


2) Caister 


50 flats. 


* . 


TIVERTON T.C. (1) 40 
Wilcombe Lane 2) CG 
Co., Ltd., Bolham, Tiverton 
F. Lazarus and Sons, Belmont 
Ti ’erton ‘ £1. ,235. 


houses. (2) 
Slater and 
32 houses). 

Road, 


WEST BROMWICH B.C. (1) 24 houses 
and flats 2) Hateley Heath Estate. (3) 
Direct labour. (4) £23,760. 


LITTLEBOROUGH. 1) 38 houses. 
2 James Hartley, Ltd., 


2) Laneside 3 
Cobden Street, Chadderton. (4) £46,764. 





—_. 
= * 


—_-. 


aS 
‘TN A) 


\ 


Telephone: ECCles 2261-2-3 
Telegrams: Thom, Patricroft 


CANAL WORKS PATRICR OFT MANCHESTER 


ENGERT & ROLFE LTD. | 


FELT ROOFING 
CONTRACTORS 
POPLAR E.14. East 1441 


So much depends on your Floors. 

Compare the value of “‘Modernite’’ 
Magnesite Jointless Flooring | 
MODERN TILE & FLOOR COMPANY LTD 


62-62a, Brewery Road, LONDON, N.7 
TEL. : NOR 4611-2 


MODELS~ == 


John B. THORP 
98, GRAYS INN RD., 
FOR w.c4. 
TOWN PLANNING - 


PUBLIC BUILDINGS Telephone 
ESTATES AND INTERIORS HOLborn 1011 








LEWIS BITUMEN & ASPHALT Go. Ltd. 


BARKING, ESSEX st¢ s 
Rippleway ma Lt 
ase = 


2977. 
Tanking, Paving, 


LEYS Coloured Floors, etc. 


To B.S.S. 











A.* P. STEVEN L™ 


181 Sr. James Roap, Guiascow, C.4 
Tel.: Bell 0356 
Lonpon : !0 Nicholson St., S.E.1. Tel. Waterloo 4465 
MANCHESTER, 1: 12 Charles St. Tel. Ardwick 1391 
EpInsurGH, 2: 2 North West C — iy 
Edin. 27998 
BrrmInGcHaM, 18: 63 Hockley Hill Ta. Nietdnee Thee 
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BROOKHIRST STANDARDISATION 


iS FOR THE USER 


The standardisation of the main components 
in the Brookhirst Standard Range extend 
tooling, production, testing and 

Standardised combinations 

electrical control schemes to be 

Users ordering from the Standard 


Write for descriptive catalogue 





@ Straight-on starter Type 
isolator cover removed); indard- 

tsed combination adapted ude 

latch-in device on contactor, and 5 R 0 0 K H IR ST 
delayed no-volt release relay. Standard 

components comprise door-interlocked 

tsolator, solenoid overload trip a 


h.r.c. main fuses. STANDARD RANGE 


BROOKHIRST SWITCHGEAR LTD. CHESTER 





—===E @))) OO (((Q@>> 
AQUASEAL Have you 
LIQUID ASPHALTIC PROOFING eee 6 
seen it vet? 


The most stimulating show of the Festival 

those interested in any way in the lates 

building, architecture and town Py ann 
practical Exhibitior 


ANSBURY: POPI 


Brushed on straight from pe ae =e a ad f 
the container (no heating peer orien show cuse a is L ansbury 
required), ‘*AQUASEAL’”’ continue. Admission to this i 
gives ANY TYPE OF ROOF re 
Write for complete resistance to ei 
16 pp. water. The cost is low, for 
BOOKLET skilled labour is not neces- 
No. V.195 sary and ‘“* AQUASEAL ”’ is 
lasting against all weathers. 


BERRY WIGCGINS & CO. LTD. 
FIELD HOUSE, BREAMS BUILDINGS, FETTER 
LANE, LONDON, E.C.4. Tel. : HOL. 0941 ——n 


—cmcmmmmmg @ 9S) QO pyr 











PARTY BOOKINGS REDUCED 


EXHIBITION ENDS SEPTEMBER 30 
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The building you need... 


is very likely one of Thorns standard range of Industrial Buildings, which includes 
new steel structures for factories, stores, garages ; timber and asbestos buildings 
for offices, canteens, halls, etc., and reconditioned Nissen type huts and * Blister’ hangars. 


%* Write today, stating details of your requirements and requesting prices 
of suitable buildings. THORNS 


J. THORN & SONS LTD - Box 113 BRAMPTON ROAD BEXLEYHEATH KENT - Bexleyheath 305 


RDG 








Wherever there’s a lot afoot—you need 
10CO rubber flooring 





Heavy wear need not involve continual heavy flooring costs— 
not if the flooring is of IOCO RUBBER. Once laid, this famous 
flooring goes on giving unflinching service year in year out. It will even 
outlast cement and, of course, its beauty, resilience and quietness are added 
reasons for its employment where it will receive continual use. Available 
in plain, marbles or tiled effects to suit any scheme of decoration. 

Full information on request. 


x 
1OCO LIMITED - ANNIESLAND - GLASGOW - W-3 wW% 





MUREX 


AT THE SOUTH BANK EXHIBITION 


THE ‘‘FESTIVAL SET'' 


Excellence in quality, design and efficiency were guiding factors 
in the selection of exhibits for the Festival of Britain. The Murex 
Type 241 Transformer 1s the only arc-welding set being exhibited 
on the South Bank, and is a worthy representative among the 
range of Britain’s finest products in the Country Pavilion. 

Murex arc-welding electrodes and equipment were also used in 
the construction of many of the Festival buildings, including the 
Royal Festival Hall. : 

These facts reflect the leadership of Murex in the sphere of 
electric arc welding—a leadership based on products of the 
highest quality, backed by long experience, unrivalled research 
and service facilities. 


The Murex type 241 portable transformer arc-welding 
set is illustrated above. This set, which is oil cooled 
and self contained, has a current range of 15-250 amps 
for continuous hand welding and up to 300 amps. for 
intermittent welding. Please write for full details. 


ELECTRIC ARC WELDING Y EQUIPMENT & ELECTRODES 
MUREX WELDING PROCESSES LTD., WALTHAM CROSS, HERTS 


€13 Telephone : WALTHAM CROSS 3636 





‘ 
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Setright Registers Ltd 

would appreciate the 
opportunity of for- 

warding details of their 
Totalisators to persons 

engaged in the erecting 

and reconstructing of 

Horse or Greyhound 
Racecourses. 

SETRIGHT REGISTERS LIMITED 


Ciaremont Works, Claremont Road, Walthamstow, 
London, E.17. Phone : Larkswood 2/89 
Telegrams: Sefaregist, Walt, London 











ENGINEERS AND 
MANUFACTURERS 


SANITARY 
FIRECLAY 


SCOTSWOOD-ON-TYNE 


TREET 











ACTUAL MANUFACTURERS OF 


PLYWOOD and 
VENEERED PLYWOOD 


SPEC‘ALITY — PANELLING 
TO 
ARCHITECTS’ SPECIFICATIONS 
RELIABLE PLYWOOD COMPANY LIMITED 
PROGRESS WORKS, WARBURTON STREET, LONDON, E.8 


Telephone : Clissold 8135/6 g Reliaply 
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that an important 
contributory fac- 
tor to the safety and 
dependability of 
any new building is the 
use of ASHTON cables and 
flexibles for all lighting 
and power duties 
ASHTON 
Mex! Dies are manu- 
factured to B.S.S. N 
7, 1946 amendment N 


3, August, 1949 
P.D, 947 


CABLES & FLEXIBLES 


AERIALITE LTO CASTLE WORKS, STALYSRIOGE, CHESHIRE 








and, Blinds 


1 Installed to many 


Lhe Festi Q 
of Britain 


& 


TIDMARSH 
and SONS 


TRANSENNA WORKS 
LAYCOCK ST. + LONDON N.1. 











* 
We have made and 
erected fire-escape 
stairs for the last 
60 years all over 
Britain for:— 
Government 
Buildings 
Local Authorities 
Hospitals 
Office Blocks 
Theatres, etc. 








* 

The fire-escape 
stairs shown here 
are typical of many 
made and erected 
by Lion Foundry 


* 

Nothing equals 
perforated cast-iron 
treads and landings 
for resistance to 
wear and weather 


LION FOUNDRY CO. LTD. 


ARCHITECTURAL & SANITARY IRONFOUNDERS 


(CONTRACTORS TO H.M. GOVERNMENT) 


KIRKINTILLOCH, Near GLASGOW 


London Office: 124 Victoria Street, $.W.1! Telephone Victoria 9148 
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APPOINTMENTS 


Rate 25 per inch Single Column 
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ANNOUNCEMENTS 


. CONTRACTS ° TENDERS 


Close for press Ist post Monday for following Thursday Issue 





APPOINTMENTS 
LONDON COUNTY COUNCIL. 

APPLI SATIONS = ~ invited for positions of 

ARCHITECTURA ASSISTAN (salaries 

up to £580 basic a oe “in the Housing and Valua- 

tion Department Commencing salaries will be 

determined according to qualifications and expen- 

ence. Engagement will be subject to the Local 

Government Superannuation Acts, and successful 

candidates will be eligible for consideration for ap- 

pointment to the permanent staff on the occurrence 
of vacancies 

All rates of pay up to £600 a year (basic) are at 
present subject to an addition of ten per cent 

Successful candidates will be required to assist in 
the couen, layout and preparation of working draw- 

schemes (cottages and multi-storey 
employed in the Housing Archi- 
tect’s Division. 

Forms of application may be obtained from the 
Director of Housing, The County Hall, Westminster 
Bridge, S.E.1 (stamped addressed envelope required 
and quote reference A.A.1). Canvassing disquali- 
fies. (816) 0108 





BOROUGH OF BEDFORD. 


PPLICATIONS are invited for the appointment 
of an ASSISTANT ARCHITECT in the 
Borough Engineer and Surveyor’s Department. 
Applicants should have good all-round experience 
and be fully qualified registered architects. 
he Salary payable will be Grade VI com- 
mencing at per annum in accordance with 
the National join Council scales. 
ous accommodation in the form of a flat 
is available for the successful applicant if required. 
Applications, giving full details of experience 
and enclosing copies of three recent testimonials, 
should be addressed to me not later than the 3rd 
August, 1951. 
anvassing in any form is prohibited. 
Relationship to any member or senior officer of 
the Council must 4 = ted in the application. 
CH S H. BLAKEWAY, 2 
M iol ao E., 
Borough Engineer and Surveyor 
Newnham House, 
Horne Lane, 
Bedford. 
17th July, 1951. [S619 


HIS MAJESTY’S COLONIAL SERVICE. 
LEEWARD ISLANDS 





\ NCY exists for a BUILDER 
fi su ave YOR in the Public Works Department, 
Leeward Islands, in the salary scale £600-£800 
per annum, the point of entry depending on war 
service and experience Appointment will be on 
secondment or agreement for three years 
temporary cost-of-living allowance is, at 
payable at the rate of £100 per annum. 
passages to and from the Leeward Islands will 
be provided for the officer, his wife and up to 
three children under the age of 18. Leave will 
be granted on completion of the tour of service 
Quarters are not provided 

Candidates, preferably with architectural qualifi- 
cations, should have considera experience of 
building design, construction and maintenance, and 
should be able to prepare quantities and estimates 
They should write for further particulars and a 
form of application to the Director of Recruitment, 
Colonial Service Colonial Office, Sanctuary 
Buildings, Great Smith Street, London, S.W.1, 
giving brief particulars of age, qualifications and 
experience, quoting Reference No. 27076/61 

[5634 





CITY OF WESTMINSTER. 
HOUSING DEPARTMENT 


A PPLICATIONS are invited for the 
4 JUNIOR ARCHITECTURAL ASSISTANT 
Salary, A.P.T. Grade 1 of National Scales 
£440--£15-—-£485 per annum plus London We 
ing (£10, £20 or £30 per annum according to age 

Applicants should have had architectural training 
as students and they should have had general 
experience in an Architect's office 

Applications marked * Junior Architectural 
Assistant——Housing Department,”’ stating full name 
age, experience, and present and past appoint 
ments; whether related to any member or Chief 
Officer of the Council, with copies of two recent 
testimonials, must be received by 9 am. on 
Monday, 20th August, 1951 

PARKER 


owr 


position of 


MORRIS 
Clerk 
Westminster City Hall, 


Charing Cross Road, W.C.2 
20th July, 1951 


APPOINTMENTS—contd. APPOINTMENTS—contd. 
BOROUGH OF WORTHING. AN TRIM CO c OUN NT Y COUNCIL 
BOROUGH ENGINEER'S DEPARTMENT PI 
ARCHITECTURAL 
PPLICATIONS are invited for the 
appointments in the Architectural 


the Borough Engineer's Department 
(a) ARCHITECTURAL ASSISTANT 
A.P.T. Ill 


ANNING DEPART 
STAFF APPOINTMENT 9 
ARC HIT 
following 1E County ¢ v 
Section t - 


Grade 


Commencing salary £500, rising by annual incre- 
ments to £545. Applicants should have had experi- 
ence in the design and preparation of working 
drawings, and preference will be given to applicants 
who have _— the Intermediate Examination of 
the R.L.B.A 

(b) ASSIS’ T. cer te QUANTITY SURVEYOR 
Bean salary £530, rising by annual incre 
ments to £575 Applicants should have passed 
the Intermediate Examination of the R.I.C.S. Sub- 
Section III and must be capable of and have had 
experience in abstracting and billing and measure 
ment of works on site. Experience in “ taking off 
would be an advantage 

Both appointments are subject to the National 
Scheme of Conditions of Service of Local Govern- 
ment Officers, to the Local Government Super 
annuation Act, 1937, and to the _successf 
—— passing satisfactorily a medical examina 
“Applications, endorsed “ Architectural As 
Grade III, * Assistant Quantity Surveyor 
the case may Stating age, status, qua 
experience, present and past appoinur 





dates and accompanied by copies of two 
monials, should be sent to the Borough Engin 
and Surveyor, Town Hall, Worthing, not later tt 
Tuesday, 7th August, 1951 
ERNEST G. TOWNSEND, Town ¢ 
Town Hall, Worthing 
16th July, 1951 


CITY OF BATH 


ANNING AND 
DEPARTME 


AMENDED ADVERTI 





INS are 


URBAN DISTRICT COUNCIL OF CORBY ARCHI rE ECTL 


APPOINTMENT OF 
TRACER / DRAUGHTSMAN 
(MALE OR FEMALE 


PPLICATIONS are invited for 

appointment in the department of the 
pr} Surveyor at a salary in accordance th 
III of the Miscellaneous Division of the 
Scale of Salaries commencing at £355 pe 
The provisions of the Local Government 
annuation Act, 1937, will apply 

Applicants must be neat and 
draughtsmen, well experienced in the 
Architectural and Engineering drawings 
tracings from ordnance maps and must be 
also, to undertake lettering thereon of a 
standard 

Housing accommodation 
to the selected candidate 
of 3 months’ satisfactory service 

Application forms, to be obtained fror 
undersigned, should be completed and i 
not later than 12 noon on Monday, the 
August, 1951. 


expediti 


tracing 


made 
alter 


will be 
if married 


available 
a period 





KENT COUNTY COUNCII 
G. B 


BLACKALI 
Clerk ncil 


af the ¢ 
Council Offices 
Corby, Northants 
20th July, 1951 





MINISTRY OF WORKS 


"THERE are vacancies in th 


Chief Architect 
Division for AR( HITEC TT RAI ASSIST 
ANTS with recognised training and exper 
ence. Successful candidates 1 be 4 
London and elsewhere on 
Buildings, including Atom 
Research Establishments 
and Housing 
Salary Architectural 
per annum Sta arting 
according to age, qualif 
These rates are for London 
is made in the Provinces 
Although these are not established 
of them have long-term possibilities 4 
tions are held periodically to fill 
vacancies 
Apply in writing, stating age, nations 
details of experience d locality pre 
Chief Architect, Ministry of ae A 
John Islip Street, London, S.W qt 
ence WG10/ Be 





LONDON COUNTY COUNCII 


Assistants 
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APPOINTMENTS—contd. 


CITY AND COUNTY OF CANTERBURY 


CITY ARCHITECT'S DEPARTMENT 


"THE City Architect invites applications for the 
appointment of an ASSISTANT ARCHI- 
TECT, Salary AP.T. V per annum 
rising to £620 


Applicants should be Associates of the Royal 
Institute of British Architects, previous experience 
of Educational Buildings is desirable but not essen 
tial. A keen interest and some experience in con 
temporary de 9 is essential 

The appx ent will be subject to one mo 
notice in w wg on either side and to the t 
of the National Joint Council's scheme of 
ditions of Service and the provisions of the Local 
Government S iperannu sation Act, 1937 The s 
cessful applicant will be required to pass a m 
examination 

Application 
ence, and t 
to whom 
to L. F 
City A 
Buildings 


Scale £570 


giving age, qualifications and experi 
es and addresses of two persons 
should be sent 
A.M.T.P.I 
Planning ve eg 

not later than Fr 


t indirectly, will be a 


J. BOYLE 
Town Clerk 








- CONTRACTS 


FIFE COUNTY COUNCIL 





PROPOSED NEW SCHOOLS 
BUILDING WORKS 


TE NDERS are invited | from established firms of 
Building Contractors for the ERECTION of 
each of the following SCHOOLS 

1. Carleton Primary School, 
pupils 

2. Camdean Primary School, Rosyth (650 pupils 

3. Valley Primary School, Kirkcaldy (650 pupils 

4. Blacklaw School, Dunfermline (650 
pupils 

5. Comrie Junior Secondary 
Dunfermline (900 pupils 

Separate schedules are being issued for each 
job. All tenderers must be prepared to satisfy the 
County Architect regarding their ability to carry 
out the work in a competent manner. Contractors 
tendering for item 5 should have had considerable 
experience of reinforced concrete construction 

Schedules for the work will be issued on or about 
ist August, 1951, but immediate application should 
be made to the Surveyors, Messrs. Jas. Gentles & 
Son, Chartered Quantity Surveyors 7 
Chambers, High Street, Kirkcaldy 
be seen at the office of Mr. R 
A.R.L.B.A., A.M.T.P.1., County Architect 
Buildings, Cupar, Fife 

Tenders are to be lodged with the County Cler 
County E jings, Cupar, before 11 a.m 24 
August 

The Fife yunty ¢ 


Glenrothes (65¢ 


Primary 


School, Oakley, by 


suncil 
an) 


ender 
MITCHELI 
County Clerk 


1951 
MISCELLANEOUS SECTION 


RATE: 1/6d. per line, minimum 3/-, average 
line 6 words. Each paragraph charged 
separately. Semi-displayed 25/- per inch. 
BOX NOS. add 2 words plus I/- for registra- 
tion and forwarding replies. 

PRESS DAY Monday. Remittances payable 
to Iliffe & Sons Ltd., Dorset House, Stamford 
Street, London, S.E.I. 

No responsibility accepted for errors. 





ARCHITECTURAL 
APPOINTMENTS VACANT 








Anne HY r ECTURAL Assistant required in pri- 
iford office. Applicants should have 

iate R.I.B.A. standard.—Write, 
xperience and salary required, to 
[S622 


Draughtsmen required for 
2 St. James’ Park area, Lon- 
] ons not necessary but first- 
construction and draughtsman- 

£800 p.a.—Box 3051 
{S621 


RAI 
itect ir 


£606 








INSURANCE 





ARC HI TECT’S 5 Ir ndemnity Insurance effected 
write Proposal Form to 
E |. *s AXBY ‘t: moors rated Insurance Broker, 
4 a, Carfax, Horsham, Sussex. Tel. 990. [5233 








SERVICES OFFERED 





HATCHING 
taken by 
Cambs 
N ODELS 
<v% first of 
Regent Char 


and 
experts 


reedlaying contracts under- 

J. G. Cowell, Soham, Ely, 

{0112 

tectur ral and industrial.—Inguire 

ndustrial Model Services, Ltd., 
ver Rd., Bournemouth 

[S425 

work done accurately, and effi- 

of Quantities a speciality. —Wil- 

nester W), Shotton, Nr. 

{0113 


ciently 
liam Stokes, ‘ ( 
Chester 


UPLICATING 
D i Bills 








WANTED 





labour 
Penrith 
(5613 


work, new or 
oo eted block flats “‘ one 
if-bronze or lead burning 
i work made to draw 

don Rd., N Bowes 
[5580 


> ype ad el wanted, by rod or job; 
$ nn & Sons, 15, 


Rd South I 
Pp! MBIN(¢ 


require 


SITUATIONS VACANT 


~TRUCTURAL draughtsman required for 
Leamington Spa area, experience in design of 
industrial buildings and alterations necessary, know- 
ledge of building work would be an advantage.— 
Copies of testimonials and salary required to Box 
3013 {0111 
SENIOR quantity surveyors for Merseyside and 
North Wales: interesting posts with good 
salaries, pension scheme, etc.; applicants must be 
fully experienced in building contractors’ work 
Detailed account of career, age and salary required, 
to Personnel Department, Holland & Hannen & 
Cubitts, Ltd., St. Mary's Rd., Garston, Liverpool, 
19. [5642 
RCHITECT or Surveyor required by London 
+% Company controlling group of public buildings, 
must be qualified to prepare drawings, specifica- 
tions, and supervise all building and maintenance 
work, alterations, renovations and decorations. 
Please write giving age, education, qualifications, 
experience and salary required to Managing 
Director, Box 3184 [5639 








FOR SALE 


For sale, new successful eeteion process 
producing glass tiles for bathrooms, .—Box 
3107 [5627 
GREENS 24-ton petrol roller for sale, Meadows 
engine, chain steering, quick reverse; £275. 
William R. Selwood, Ltd., Chandler's Ford, Hants. 
Tel. 2275 [5645 
LL Mouldings, 
ossed ornaments. 
Dareve's Moulding Mills, 
Dalston, E 
Ra ex-Army huts, and manufac- 
tured buildings; timber, asbestos, Nissen-type, 
hall-type, etc.; all sizes and prices.—Write, call or 
telephone, Universal Supplies (Belvedere), Ltd., 
Dept. 32, Crabtree Manorway, Belvedere, Kent. 
Tel. Erith 2948 {0110 
IRST-CLASS Cooksley LBN universal wood- 
worker, motorized 480 volt D.C., 18in rise and 
fall sawbench, 9in planer and jointer, spindle 
moulder, etc., 
and Stanley 
Selwood, Ltd., 





Plain and Embossed, and Em- 
Numerous designs. 
Ltd., 60, Pownal ones . 


new 1946, £250; also new tarplaner 


illiam 
Tel. 7 2275. 
[5646 


Skilsaw, £35 each 
Chandler's Ford, Hants 


O chimney, no boiler-house needed with a 
4‘ B. & A. electrode boiler. Ideal for hot water 
and central heating . © smoke, no fuel- store, 
no ash removal. Most compact, can fitted in 
any convenient position. Available from 102,000 
to 4,080,000 B.Th.U t hour.—-Write for leafiet, 
142, Bastian & Allen, Ltd., Ferndale Ter., Harrow, 
Middlesex [5480 








MISCELLANEOUS 





US “ Watertight " Products Concrete 
results when concreting Liscal 

“Surface Dressing.”” Stocked at 
Ph nf For particulars apply 
Cement Co., Ltd., Highfurlong, Blackpool. 
Poulton-le-Fylde 315 [00 


for 


most 











PRESSt*NOTICE 
For the issue of “ The Architect and" Building News *’ 
dated August 9th. Classified advertisements must 
reach us by IST POST FRIDAY, August 3rd 

















SOMEWHERE. *’—But 


way to fi 


can put your hand on the one 


to hold them, 





where ? 


file your A. & B.N. Detail Sheets so that you 


matter of seconds, is in a folder specially desi 
clearly labelled on the spine for 


quick reference on the bookshelf. 


The best 


rom :— 
you want in a fi 


gned 


Dorset 


be ordered now. 


Folders for A& BN Detail Sheets 


“| KNOW WE’VE GOT A DETAIL OF THAT Serviceable folders in double duplex manilla, 


with pocket to hold one year's issue of sheets, mcy 


Price 5/-, postage 6d. extra, 


Publishing Department : 
“The Architect & Building News,’ 
House, 


Stamford Street, 
London, S.E.1. 
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QUANTITY SURVEYING 
Courses for R.1.C.8., 1A.A.8. and 1.9.8. 
exams, in all subjects of each syllabus. Tuition by 


| well qualified tutors under the direction of the 
ABBEY LANE, LEICESTER. Principal, A. B. Waters, M.B.E.. G.M., F.R.I.B.A. 
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A critical analysis of the traditional forms 

of construction, this book first ies the 
MONKS PARK STONE ot coamrection, is back Ses ideas th 
mined by the materials and methods used 
These characteristics are then examined in 
relation to the standards of performance 
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The modern economical treat- 
ment for the preservation 
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cement, stone, concrete, 
brick and asbestos surfaces. 
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In times of shortage and difficulty it is essential for buyers to 
be able to rely on their suppliers. For this reason * Twisteel 
were selected by contractors to supply fabric reinforcement to the 


South Bank site and 25,000 square yards of Wireweld were used. 
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